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People  who  take  no  pride  in  the  noble  achievements  of 
remote  ancestors  will  never  achieve  anything  worthy  to  be 
remembered  with  pride  by  remote  descendants. — Macauley. 

*  *  * 

People  will  not  look  forward  to  posterity,  who  never  look 
backward  to  their  ancestors. — Burke. 

*  *  * 

We  are  too  careless  of  posterity;  not  considering  that  as 
they  are,  so  the  next  generation  will  be. — William  Penn. 


To  all  past  and  present  Officials,  —  Presidents,  Secretaries, 
Treasurers,  Committees,  Etc.,  Etc.,  of  the  Kinsey  Organization, 
whose  Cooperation,  Loyalty,  and  Devotion  have  made  the 
Corporation  a  Success  is  this  Volume  dedicated  by  the 
Historical  Committee. 


THINK 


Be  thankful  that  you  have  a  “block”; 

Be  thankful  that  you’re  not  a  goat 
Who’s  fool  enough  to  butt  a  rock, 

Or  down  you  flat  and  eat  your  coat. 
Your  head’s  for  more  than  butting  in; 

It’s  not  a  rack  just  for  your  hat. 

If  you  can  think,  your  head’s  akin 
To  atom-force,  and  such  as  that. 


The  ’lectric  light;  the  aeroplane; 

The  phonograph;  the  radio; 

And  jets,  and  such;  -  -  -  were  in  men’s  brain, 
All  there,  -  -  -  before  they  were  a  “go.” 
Your  pate’s  above  your  neck  you  know; 

And  never  meant  to  butt  a  rock. 

Just  use  your  head  aright,  and  show 
You,  too,  have  got  it  in  your  “block.” 


— Wm.  Kinsey. 


PREFACE 

Volume  II  of  A  History  Of  Jacob  Kinsey  (Jacob  Kintzy) 
and  His  Descendants  is  a  work  of  revision,  and  bringing'  the 
Kinsey  history  up  to  date,  after  a  period  of  twenty-two  years 
from  the  publication  of  the  first  History.  A  new  generation 
has  since  been  born.  The  former  generation  was  then  ma¬ 
turing,  and  preparing  for  a  life’s  career.  Records  and  write¬ 
ups  of  that  generation  should  be  made  and  preserved  in  a 
permanent  way  such  as  a  history.  Also  deceases;  and  note¬ 
worthy  careers  and  achievements  should  be  preserved  in  family 
annals.  Also  it  is  a  mark  of  proper  pride  on  the  part  of 
family  clans  to  so  preserve  genealogies  and  history;  magni¬ 
fying  their  virtues  and  memoralizing  them  in  such  ways  as 
to  engender  high  purpose  and  resolves  in  posterity. 

As  in  the  former  History,  there  are  numerous  chapters 
in  the  present  volume  of  an  academic  and  essay  nature  setting 
forth  economic  and  social  conditions  back  in  the  days  of  our 
forefathers  when  the  Nation  was  being  born;  and  when 
homesteads  were  being  carved  out  of  the  wilderness.  Numer¬ 
ous  chapters  will  be  flashlights  on  those  early  days. 
The  book  will  thus  be  of  much  interest  from  angles  other 
than  mere  names,  dates,  and  bare  biographical  facts.  The 
pattern  of  the  book  should  prove  informational,  inspirational, 
and  challenging  to  the  present  generation;  and  gratifying  and 
comforting  to  those  of  mature  years,  and  senescence. 

— The  Historical  Committee,  1956. 


Introduction 


The  writing-  and  compilation  of  Volume  II  of  the  Kinsey 
History  is  not  as  difficult  as  that  of  the  first  Volume,  due  to 
the  fact  that  much  of  the  source  for  the  materials  is  con¬ 
fined  to  the  past  twenty  or  more  years.  However,  some  of 
the  substance  of  the  earlier  chapters  does  delve  into  the  times 
and  conditions  before,  during  and  after  the  Revolutionary 
War;  and  also  during  the  frontier  days  of  our  county  settle¬ 
ments.  In  the  former  history  death  had  closed  the  doors  to 
much  family  history. 

The  chairman  of  the  Historical  Committee  thought  when 
the  first  History  was  written  that  he  would  never  again  write 
another;  not  that  it  was  not  delightful  and  interesting,  but 
because  the  work  was  difficult  due  to  a  lack  of  non-cooperation 
on  the  part  of  many  of  the  kin.  Unanswered  questionnaires, 
unanswered  letters,  partial  replies,  lethargy,  etc.  We  still 
have  some  of  that  to  contend  with,  and  consequently  makes 
for  an  imperfect  and  incomplete  history.  David  Livingstone 
spoke  in  the  writer’s  tongue  when  he  said:  “Those  who  have 
never  carried  a  book  through  the  press  can  form  no  idea  of 
the  amount  of  toil  it  involves.  The  process  has  increased  my 
respect  a  thousand-fold,  I  think  I  would  rather  cross  the 
African  continent  again  than  undertake  to  write  another  book.” 

But  with  the  increased  interest  in  family  history,  and  the 
fondness  for  delightful  kinfolks  I  found,  we  found  ourselves 
writing  again.  The  writer  felt  also  that  recording  our  virtues 
might  be  something  of  a  dynamic  to  our  posterity  to  strive 
toward  marked  manhood  and  woman  hood. 

The  Historical  Committee  has  helped  to  lessen  labors. 
The  filling  out  of  questionnaires  has  been  quite  good.  Minutes 
and  records  of  the  two  past  decades  are  available.  The 
Bedford  Gazette  still  proves  a  valuable  source  of  information. 
We  mention  also  Omwake's  “Conestoga  Six-Horse  Bell  Teams, 
1750  -  1850”  as  a  fruitful  source  of  history  as  to  roads,  and  road 
making;  wagoners,  and  arteries  of  commerce.  “Colonel  Henry 
Bouquet  and  Colonel  George  Washington”,  by  Rev.  Cyrus  W. 
Court;  County  and  State  Records;  also  good  sources  of  infor¬ 
mation  which  has  been  compiled  on  Captain  John  Frazer  and 
wife  Jean.  Names,  dates,  etc.  from  the  data  and  research  on 
Capt.  John  Frazer,  his  wife  Jean  and  descendants  from  Elsie 
Ellwood  Warden  of  Southmont,  Johnstown,  Pa.  are  gratefully 
recognized  and  appreciated.  Also  we  thank  Annie  Ellis  Camp- 
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don  for  granting  permission  to  make  certain  quotations  from 
her  classic  narrative  poem:  “Heroic  Pioneers.”  And  to  Mrs. 

Dora  Williams  Mowry  for  the  picture  of  her  great-great  grand¬ 
mother,  Jean  Bell  -  McClain  -  Frazer  -  Delapt  (Dunlapt),  and 
information  are  we  most  thankful.  The  Johnstown  City  Papers; 

Kinsey  History  Vol.  1;  Magazines;  etc.  also  yielded  information 
and  historical  facts,  data,  etc. 

We  wish  to  express  our  sincere  thanks  to  Mrs.  Evelyn  Om- 
wake  Bosworth,  Cincinnati,  Ohio  for  granting  us  permission 
to  make  quotations  from  her  father’s  book:  “Conestoga  Six-floiT^^i. 
Bell  Teams  1750-1850  .  Thanks  to  all  kin  for  their  cooperation 
in  filling  out  the  Questionaires.  We  are  thankful  to  the  follow¬ 
ing  for  the  extra  help  in  securing  data,  facts,  clippings,  etc. 
from  Newspaper,  books,  family  scrapbooks,  personal  visitations 
to  collect  questionaires,  and  other  information :  Mrs.  Jessie 
Kinsey  Egolf;  Johnstown,  Pa.;  Daniel  M.  Kinsey,  Johnstown, 

Pa.;  Prof.  C.  Ernest  Kinsey,  Armagh,  Pa.;  W.  Wilson  Kinsey, 
Ligonier,  Pa.;  James  M.  Kinsey  (deceased);  George  Kinsey 
Smith  (deceased)  ;  Dr.  E.  D.  Kinsey,  Evans  City,  Pa.,  Joseph 
Kinsey,  Johnstown,  Pa.;  Ford  F.  Kinsey,  Ligonier,  Pa.;  Jeanne 
Kinsey  Boyd,  Ligonier,  Pa.;  Wade  H.  Kinsey  Jr.,  Reynoldsville 
Pa.;  Ida  Kinsey  Shaffer,  Corrigansville,  Md.;  Dr.  Frank  R. 

Kinsey,  M.  D.,  Lewistown,  Pa.;  Wilbert  A.  Kinsey,  Johnstown, 

Pa.;  Garfield  Small,  Johnstown,  Pa.;  Alva  Dean  Kinsey,  New 
Paris,  Pa.;  Alfred  C.  Kinsey,  Ligonier,  Pa.;  Vernon  R.  Kinsey, 
Schellsburg,  Pa.;  J.  Christopher  Kinsey,  Schellsburg,  Pa.;  Mar¬ 
garet  Kinsey  Bates,  Ligonier,  Pa. ;  Herman  Kinsey,  Ligonier, 

Pa.;  George  Kinsey,  Wayne,  Ohio;  Glenn  M.  Kinsey,  Ligonier, 

Pa.;  lErma  Mae  Mills,  Kingsley,  Iowa;  Blanche  Kinsey  Swick, 

A  jo,  Arizona;  Gilbert  Kinsey  and  wife,  Cedar  Rapids,  Iowa; 

Susie  Kinsey  Zimmers,  deceased;  Edmond  Lukens  Kin¬ 
sey,  Surf  City,  N.  J.;  Wade  H.  Kinsey,  Sr.,  Ligonier;  Cicero 
L.  Kinsey  (deceased)  ;  Erma  Kinsey  Hutchins,  Fostoria,  Ohio; 

Ruth  Kinsey  Wollam,  Portage,  Ohio;,  Mildred  Dailey  Kinsey, 

Wayne,  Ohio;  Ross  Kinsey,  Ligonier,  Pa.;  Etc.;  Etc.;  Etc. 

We  are  indeed  grateful  for  these  colaborers.  If  any  one  who 
merits  its  honorable  mention  and  has  been  overlooked,  it  has 
not  been  intentional.  Let  us  labor  on  and  make  the  Family 
Tree  bear  better  fruit.  However,  as  someone  remarked,  when 
we  climb  the  family  tree  we  will  always  find  more  or  less  “nuts” 
up  there.  And  referring  again  to  a  statement  made  in  our  first 
history  made  by  the  late  Bishop  William  Quayle,  who  said: 

“I  once  started  to  climb  my  family  tree  and  found  a  man  hang- 
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mg  on  the  first  limb,  and  so  didn’t  go  any  further.”  Another 
reminds  us  that  there  is  great  disappointment  in  family  trees. 
If  the  search  goes  back  far  enough,  each  person  will  discover 
that  his  mother  was  a  thief;  his  father  a  receiver  of  stolen 
property;  and  his  elder  brother  a  murderer  for  Eve  was  our 
mother,  Adam  our  father,  and  Cain  our  elder  brother. 

However  it  may  be,  we  must  make  the  tree  better.  As 
the  great  English  philosopher,  Herbert  Spencer,  once  wrote: 
“The  wise  man  must  remember  that  while  he  is  a  descendant  of 
the  past  he  is  a  parent  of  the  future.”  “Nuts”  and  what  have 
you,  are  common  to  all  genealogies  and  family  trees.  As  we 
improve  the  Tree,  so  will  the  nuts  be  improved. 

Thus  is  Volume  II  of  the  Kinsey  History  introduced;  and 
it  is  the  prayer  of  the  Committee  that  the  book  will  prove  a  help, 
challenge  and  blessing  to  all. 

— The  Historical  Committee,  1956. 
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The  immigration  To  America  of  Our  Direct 
Ancestors,  Jacob  Kinsey  and  Elizabeth  Kemp  Kinsey 

In  oui  fiiist  Kinsey  History  we  stated  that  the  exact  year, 
name  of  ship,  and  port  of  landing  in  America  was  still  unde¬ 
termined.  In  the  meantime,  and  before  issuing  the  present 
volume  further  research  has  been  made,  but  to  no  avail.  Our 
conclusion  now  is  that  since  “Maryland  never  kept  any  record 
of  entries  of  ships  and  passengers.  It  would  be  impossible, 
therefore,  for  me  to  tell  you  on  what  ship  and  what  date  Jacob 
Kinsey  arrived  in  Maryland.”  — Roger  Thomas,  Senior  Arch¬ 
ivist,  Hall  of  Records,  Annapolis,  Maryland,  Dec.  6,  1955,  they 
must  have  landed  at.  a  Maryland  port. 

Since  the  coming  of  Jacob  Kinsey  and  Elizabeth  Kemp 
Kinsey  was  more  recent  than  that  of  many  immigrants  who 
came  before  the  founding  of  the  United  States  government; 
and  since  there  is  no  record  of  them  at  other  ports  of  landing 
where  records  were  kept ;  and  since  the  writer’s  own  father  had 
faint  recollections  of  remarks  about  his  grandparents  “coming 
up  from  Maryland”;  and  since  the  new  roads  opened  up  at 
the  time,  both  from  eastern  Pa.,  and  eastern  Maryland,  leading 
to  western  Pa.,  the  writer  is  led  to  the  theory  and  conclusion 
that  Jacob  Kinsey  and  wife  landed  at  either  Annapolis,  or 
Baltimore,  Md.,  where  no  records  were  kept,  somewhere  be¬ 
tween  1790  and  1795.  An  affidavit  shows  that  they  were  already 
located  at  the  foot  of  the  Allegheny  Mountain  (By  the  Kinsey 
Gap),  by  1795,  and  they  being  twenty-six  years  old.  See  “A 
History  of  Jacob  Kinsey  (Kintzy)  And  Descendants,”  Chapt. 
Ill,  pages  15,  16,  for  data  also. 


Facsimile  of  his  hand-writing. 


14 


Schellsburg,  Bedford  County,  Pa. 


It  is  well  that  we  assign  the  Frontice  Piece  to  Schellsburg 
and  Community,  for  it  was  the  principal  Village  of  the  Kinseys; 
and  further,  it  was  the  home  of,  and  vicinity  of  Catherine 
Rock,  the  maternal  ancestor  of  the  Westmoreland  County, 
Kinseys.  Schellsburg  should  be  an  attraction  to  these  de¬ 
scendants,  especially,  as  well  as  all. 
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CHAPTER  I 


Revision  And  Issuance  Of  History 

The  Historical  And  Archives  Committee : 


Margaret  Kinsey  Bates,  B.S.,  Secretary  and  Collector  of  Data; 
Garfield  Small,  Collector  of  Data. 
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H  ow  The  History,  Second  Volume,  Comes  About 


Since  the  publication  of  the  first  volume  of  the  Kinsey 
History,  1934,  history  of  greater  or  less  importance  was  being 
made;,  at  least,  a  new  generation  of  Kinseys  was  being  born. 
And  since  1954  would  be  twenty  years  since  the  issuance  of  the 
first  History,  the  question  of  getting  out  a  revised  and  up-to- 
date  history  was  raised  in  the  1950  Kinsey  Reunion,  resulting 
in  a  decision  by  a  Motion,  that  Wm.  Kinsey,  and  Garfield  Small 
were  appointed  as  an  Historical  and  Archives  Committee  with 
instructions  and  duties  as  follows:  (1)  To  enlarge  the  Commit¬ 
tee  to  such  number  as  is  feasible.  (2)  Organize  the  Committee 
for  effective  administration. 

The  above  Committee  of  two  met  on  the  evening  of  Mar.  26, 
1951  and  completed  its  Committee  as  follows: 

Wm.  Kinsey,  Greencastle,  Pa. 

Garfield  Small,  R.  D.,  Johnstown,  Pa. 

Margaret  Kinsey  Bates,  Ligonier,  Pa. 

Dr.  E.  D.  Kinsey,  Evans  City,  Pa. 

Blanch  Kinsey  Swick,  Ajo,  Arizona 

Roy  Kinsey,  Kingsley,  Iowa. 

George  Kinsey,  Wayne,  Ohio. 

It  was  agreed  upon  that  the  first  three  members  of  the 
above  Committee  constitute  the  Executive  committee,  for  the 
simple  reason  only  that  these  three  members  could  easily  meet 
(living  rather  closely  together)  for  the  transaction  of,  and  car¬ 
rying  out  business  transacted  by  the  Committee  as  a  whole. 
However,  it  soon  was  realized  that  the  larger  Committee  was 
impractical  due  to  being  widely  separated  and  expense  of  travel, 
So,  instead  the  smaller  Committee  has  done  the  work 
by  correspondence,  and  the  willingness  of  the  members  of  the 
Clan  to  cooperate  by  filling  out  questionaires,  and  getting  others 
to  fill  them. 

The  Organization  appointed  Wm.  Kinsey  as  Chairman. 
Margaret  Kinsey  Bates  was  designated  as  Secretary  of  the 
Committee;  and  Garfield  Small  as  co-laborer  at-large. 

Each  year  the  Committee  reported  progress.  The  first  task 
of  the  Committee,  after  organizing,  was  to  get  out  Questionaires 
and  distribute  them.  These  blanks  furnished  the  Committee 
most  of  the  materials  for  the  biographical  write-ups.  Writing 
up  the  chapters  of  the  essay  or  article  type  fell  to  the  Chair¬ 
man  of  the  Committee  because  it  naturally  was  in  his  field; 
also  because  of  the  work  as  done  on  the  first  History  book. 
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By  the  time  of  the  1955  Annual  Kinsey  Reunion  the  Com¬ 
mittee  was  able  to  recommend  the  publishing  of  the  second 
Kinsey  History,  providing  the  way  was  clear  to  finance  the 
project.  The  following  Recommendations  from  the  Committees 
Report  was  passed  by  the  Corporation : 

If  in  the  Judgment  of  the  Organization  it  can  be  fn- 
anced,  that  the  new  and  revised  Kinsey  History  be 
issued  and  ready  for  distribution  at  the  1956  Annual 
Reunion. 

The  Committee  would  recommend  an  edition  of 
300  copies,  cloth-bound,  and  approximately  same  style 
type  and  pattern  as  the  first  or  present  History.’’ 

The  Organization  readily  accepted  the  Committee’s  Re¬ 
port,  and  expressly  to  carry  out  the  recommendations  of  the 
report  as  pertained  to  the  publication  of  the  History. 

The  Printer’s  approximate  cost  of  an  edition  of  300  copies 
of  around  a  200  page  book  was  in  the  neighborhood  of  $650  to 
$700. 

The  Organization  agreed  upon  $3.00  a  copy  for  the  new 
book;  and  the  remaining  copies  of  the  first  History  to  remain 
at  $2.00  per  copy. 

The  Committee,  given  the  greenlight  to  proceed  with  publi¬ 
cation  of  its  work  felt  encouraged;  cooperation  on  the  part  of 
members  for  the  most  part  gratifying;  and  at  no  time  or  in 
any  way  was  its  efforts  criticised  or  obstructed  by  any  adverse 
criticism.  For  this  the  Committee  is  most  grateful.  Its  big¬ 
gest  handicap  was  apparent  indifference  on  the  part  of  some. 
With  some  others,  unaccustomed  to  reporting,  etc. 

The  work  of  composing,  writing  up  data,  and  editing  is  a 
titanic  task.  Few  realize  the  amount  of  work  required.  And 
not  only  the  writing;  but  overseeing  the  printing;  the  physical 
anatomy  of  the  book;  the  proof  reading  of  the  work,  the  placing 
of  all  cuts;  the  copyrighting  of  the  book;  securing  permissions 
to  make  quotations  from  other  copyrighted  books;  etc.,  etc.,  all 
is  no  small  task  by  any  means. 

— The  Historical  Committee.’ 
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CHAPTER  II 

Incorporation  of  The  Kinsey  Organization 

When  it  became  apparent  that  it  was  necessary  for  an  or¬ 
ganization,  in  order  to  receive  bequests,  legally,  made  by  Wills 
for  estates,  and  otherwise,  steps  were  taken  by  the  officials  of 
the  Kinsey  Organization  to  incorporate  into  a  Non-Profit  Cor¬ 
poration  as  provided  by  the  Commonwealth  of  Pennsylvania. 
Steps  were  taken  in  the  following  manner: 

“Ligonier,  Pa. 

July  30,  1947. 

At  the  last  annual  Kinsey  reunion  it  was  decided  to  incor¬ 
porate  the  clan,  in  order  to  make  it  possible  for  us  to  hold 
real  estate  and  receive  bequests.  Proceedings  have  been  started 
on  this  incorporation  in  the  name  of  “The  Jacob  Kintzy 
(Kinsey)  Descendants’’  and  the  petition  will  be  presented  to 
the  court  about  October  first.  At  this  time  the  names  of  the 
charter  members  must  appear  on  the  petition  to  be  presented 
to  the  Court.  If  you  wish  your  name  and  the  names  of  the 
members  of  your  family  to  appear  on  this  petition  as  Charter 
Members  please  send  the  names,  together  with  one  dollar  for 
each  name,  to  the  Secretary  at  once  since  the  petition  will  be 
presented  early  in  October.  A  considerable  amount  of  money 
will  be  needed  for  this  procedure,  so  we  will  need  your  contri¬ 
bution.  Only  these  names  will  appear  and  be  recorded  as 
Charter  Members  /” 


Yours  truly, 

W.  Wilson  Kinsey,  Sec. 
Frank  Kinsey,  Pres. 
Ross  Kinsey,  V.  Pres. 


( Paragraph  quoted  from  circular  letter  sent  to 

members  of  the  Organization ) 

“Notice  is  hereby  given  that  an  application  will  be  made 
to  the  Court  of  Common  Pleas  of  Westmoreland  County,  Penn¬ 
sylvania,  on  Tuesday,  the  13th  day  of  July,  A.D.  1948,  at  10 
o’clock  A.M.jD.S.T.,  or  as  soon  thereafter  as  the  matter  may  be 
heard  for  the  purpose  of  obtaining  a  charter  of  a  proposed 
nonprofit  corporation  to  be  organized  under  the  Non-Profit 
Corporation  Law  of  the  Commonwealth  of  Pennsylvania,  ap¬ 
proved  May  5,  1933,  and  the  several  Supplements  and  Amend¬ 
ments  thereto.  The  name  of  the  proposed  corporation  is  THE 
JACOB  KINTZY  (KINSEY)  DESCENDANTS  ASSOCIA¬ 
TION. 

The  Purpose  for  which  it  is  to  be  organized  are:  To  pro¬ 
vide  and  furnish  for  the  members  of  the  corporation  a  place 
of  meeting  or  assembly  for  their  social  enjoyment;  to  encourage 
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historical  research  into  the  genealogy  of  Jacob  Kintzy  and  his 
descendants;  to  foster  the  preservation  of  documents,  relics  and 
heirlooms;  to  foster,  erect,  and  operate  a  museum;  to  encourage 
the  publication  of  records  concerning  Jacob  Kintzy  and  his 
descendants ;  to  promote  the  celebration  of  reunions  or  any 
days  considered  to  be  historical  in  the  genealogy  of  Jacob 
Kintzy  and  his  descendants;  to  secure  historical  places  for  the 
erection  of  monuments  thereon;  to  cherish  and  preserve  unity 
of  the  descendants  of  Jacob  Kintzy;  to  acquire  by  grant,  gift, 
purchase,  devise,  bequest  or  other  sources  and  to  hold  and  dis¬ 
pose  of  such  real  and  personal  property  as  the  purposes  of  the 
corporation  shall  require,  subject  to  such  limitations  as  may 
be  prescribed  by  law,  for  the  benefit  of  the  members,  and  not 
for  pecuniary  gain;  and  for  the  afore-mentioned  purposes  to 
said  Act  of  Assembly  and  its  suppliments. ,  It  is  a  corporation 
which  does  not  contemplate  pecuniary  gain  or  profit,  incidental 
or  otherwise,  to  its  members. 

The  Articles  of  Incorporation  have  been  filed  in  the  Office 
of  the  Prothonotary  of  Westmoreland  County  at  No  417 
August  Term,  1948. 

Willis  E.  Topper,  Soliciter 


The  Incorporation  was  carried  out;  and  the  Charter  was 
received  from  the  State,  framed,  and  presented  to  the  1948 
business  meeting  of  the  Organization  at  the  same  time  of  re¬ 
porting  the  matter  to  the  Organization.  The  exhibition  of  the 
Charter  was  hailed  with  delight.  Praise  and  honorable  men¬ 
tion  was  given  the  official  committee  who  carried  out  the  work, 
and  especially  appreciation  was  emphasized  to  Jeanne  Kinsey 
Boyd  for  her  much  labor  and  pains  in  typing,  etc.  for  the 
execution  of  incorporation. 

The  wording  of  the  Charter  is  given  complete  as  follows : 


(Copy  of  The  Charter) 

DECREE  OF  INCORPORATION 
In  Re:  Application  for  Charter  of  ) 

The  Jacob  Kintzy  ( Kinsey )  Descendants  ) 

Association  ) 

) 

In  The 
COURT  Of 
COMMON 
PLEAS  Of 

Westmoreland  County ,  Pa.  No.  417  August  TERM,  1948. 
AND  NOW,  to  wit,  this  I2>th  day  of  July,  A.  D.,  1948  the  within 
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articles  of  incorporation,  together  with  certificate  of  registra¬ 
tion  of  corporate  name  of  THE  JACOB  KINTZY  (KINSEY) 
DESCENDANTS  ASSOCIATION  having  been  presented  to 
the  Court  of  Common  Pleas  of  Westmoreland  County,  Pennsyl¬ 
vania  accompanied  by  proofs  of  publication  of  the  notice  of 
this  application  as  required  by  law,  and  by  the  rule  of  this 
Court  in  such  case  made  and  provided,  the  Court  having  found 
the  Articles  to  be  in  proper  form  and  within  provisions  of  the 
Nonprofit  Corporation  Law  of  the  Commonwealth  of  Pennsyl¬ 
vania,  approved  May  5,  1933,  P.L.  259,  and  its  supplements, 
and  having  found  the  purpose  or  purposes  set  forth  in  the 
said  Articles  lawful  and  not  injurious  to  the  community,  on 
motion  of  Willis  E.  Topper,  Attorney  for  the  petitioners,  it  is 
hereby  ordered  and  decreed  that  the  said  articles  of  incorpor¬ 
ation  are  approved  and  that  upon  the  recording  of  said  articles 
of  incorporation,  together  with  this  order,  that  the  subscribers 
thereto  and  their  associates  and  successors  shall  be  a  Nonprofit 
Corporation  by  the  name  and  title  of  THE  JACOB  KINTZY 
(KINSEY)  DESCENDANTS  ASSOCIATION  for  the  purpose 
and  upon  the  terms  therein  stated. 

BY  THE  COURT  :Edward  G.  Bauer,  J. 

Attest: 

Leo  Sukala,  Prothonotary. 

Phronototary 

Westmoreland  County ,  SS: 

( - ) 

(  Seal  of  ) 

(  Court  ) 

( - ) 

I  Leo  Sukala  - ,  Prothonotary  of 

the  Court  of  Common  Pleas  of  said  County, 
certify  that  the  above  is  a  full  and  true 
copy  of  the  Decree  of  the  Court  made  in 
said  case. 

IN  WITNESS  WHEREOF,  I  have  hereunto  set  my  hand 
and  attached  the  seal  of  said  Court  this  3rd  Day  of  Aug'iist 
A.D.  1948. 

Leo  Sukala 

Phrothonotary. 


The  following  are  the  names  of  the  subscribing 
petitioners  for  incorporation.  The  names  are  not  a 
part  of  the  Charter: 


Mrs.  Harry  Parrish 
Mrs.  Martha  Peden 
H.  Glenn  Parrish,  Sr. 
Mrs.  Lillian  Parrish 
H.  Glenn  Parrish 


Herbert  W.  Boyer,  Sr. 
Mrs.  Herbert  W.  Boyer 
Herbert  W.  Boyer,  Jr. 
Marjorie  Boyer 
W.  H.  Goehring 
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Mrs.  W.  H.  Goehring 
Barbara  Goehring 
Ford  F.  Kinsey 
Mrs.  Ford  F.  Kinsey 
Ford  F.  Kinsey,  Jr. 

Ray  Calvin  Kinsey 
Imogen  K.  Stoecklein 
Jack  Brooks  Kinsey 
Larry  Lee  Kinsey 
Rex  Barry  Kinsey 
Mrs.  Frank  B.  Kinsey 
Marlyn  Fetterolf 
Mrs.  Marlyn  Fetterolf 
Marlyn  Jane  Fetterolf 
Frank  K.  Fetterolf 
Mrs.  Frank  K.  Fetterolf 
Sharon  Lee  Fetterolf 
William  Kinsey 
Mrs.  William  Kinsey 
Kathryn  Durtsche 
Mary  K.  Durtsche 
Julia  Kinsey 
L.  R.  Kinsey 
Bruce  Ross  Kinsey 
George  W.  Kinsey 
Peter  McCreary 
Harry  E.  McCreary 
Daniel  S.  McCreary 
Herman  H.  Kinsey 
Mrs.  Herman  H.  Kinsey 
Darrell  B.  Kinsey 
Dorla  D.  Kinsey 
Rita  J.  Kinsey 
Daniel  M.  Kinsey 
Joseph  Kinzey 
Wilbert  A.  Kinzey 
Vera  Small  McCoy 
Louise  Kinsey  Small 
Garfield  Small 
Russell  Kinsey 
Daniel  Egolf 
Mrs.  Daniel  Egolf 
Albert  C.  Kinsey 
Mrs.  Albert  C.  Kinsey 
Ross  D.  Kinsey 
Sara  J.  Kinsey 
Jeanne  E.  Kinsey 
Judy  K.  Kinsey 
Rev.  Robert  G.  Mock 
Mrs.  A.  W.  Kinsey 
Mrs.  Donald  Berkebile 


Frank  Durtsche 
Peter  Clifford  Kinzey 
Thomas  Victor  Kinzey 
Donna  Jean  Kinzey 
Karl  Milton  Knight 
Margaret  K.  Bates 
Dr.  James  E.  Bates 
Wade  H.  Kinsey,  Sr. 
Mrs.  Wade  H.  Kinsey 
Mrs.  Kate  S.  Wagner 
C.  L.  Kinsey 
Mrs.  C.  L.  Kinsey 
Dr.  Frank  R.  Kinsey 
Virginia  Kinsey 
Diane  Kinsey 
W.  Wilson  Kinsey 
Anna  P.  Kinsey 
Vivian  F.  Kinsey 
Mary  M.  Kinsey 
Alfred  C.  Kinsey 
Ralph  Kinsey 
Margaret  J.  Kinsey 
Kenneth  Laughlin 
Thomas  A.  Richards 
Mr.  Thomas  Richards 
Mrs.  Thomas  Richards 
A.  W.  Kinzey 
Lorenza  Dowell  Kinzey 
Mrs.  Lee  Zimmers 
Harry  Weimer 
Mrs.  Harry  Weimer 
L.  T.  Weimer 
W.  H.  Kinsey,  Jr. 

Mabel  Jean  Kinsey 
Karen  Gay  Kinsey 
Clair  G.  Umberger 
F.  I.  Phillips 
Mrs.  F.  I.  Phillips 
Glenn  M.  Kinsey 
Willis  A.  Kinsey 
Harrold  T.  Kinsey 
Myrtle  Kinsey  Bills 
George  Thomas 
E  stella  Thomas 
Jeannie  Bates 
Doris  Bates 
Hazel  Peters 
May  Thomas 
Mrs.  Alfred  C.  Kinsey 
Wanda  Hess  Kinsey 
Elaine  K.  Kinsey 
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It  is  desired  that  every  member  of  the  Corporation,  and 
every  kin,  will  give  special  attention  to  the  purpose  of  the  Corp¬ 
oration.  There  are  ten  or  more  purpose  infinitive  phrases  ex¬ 
pressing  the  purpose.  How  inclusive  they  are,  and  how  well 
they  explain  why  we  incorporated.  They  should  be  read  and 
reread  often.  No  longer  need  it  be  a  question  whether  one 
can  make  a  bequest,  in  a  Will,  to  the  Corporation.  The  trustees 
can  receive  and  hold  such  legally,  as  other  property. 

Any  Corporation  when  once  incorporated  should  adopt  a 
constitution  and  a  set  of  By-Laws.  Having  a  Charter,  a  con¬ 
stitution  is  not  so  essential;  but  By-Laws  really  are  essential 
and  necessary.  The  set  of  By-Laws  is  the  guide  or  regulation 
for  managing  the  internal  affairs  and  business  of  the  Corporate 
Body.  A  Court’s  interpretation  as  to  matters  legal  or  illegal 
would  be  based  on  the  By-Laws  of  the  Body. 

The  following  sett  of  By-Laws  were  adopted  by  the  Corp¬ 
oration: 


Gong  and  Gavel 


“Picture  of  the  Gong,  made  by  the  hands  of  Rev.  William 

Kinsey,  using  the  Brake  Drum  of  a  19 -  Automobile;  and 

the  Gavel,  made  from  part  of  an  extra  stairway  baluster, 
from  Rev.  Kinsey’s,  New  Windsor,  Md.,  home.” 

— Pres.  Alfred  C.  Kinsey,  1956. 
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BY-LAWS 


ARTICLE  I 


Name  and  Object 

The  Name,  Style,  and  Title,  and  Object  of  the  “Jacob 
Kintzy  (Kinsey)  Descendants  Association,”  shall  be  such  as 
called  for  in  the  Constitution  or  Charter. 

ARTICLE  II 

Membership 

Eligibility  for  membership  in  the  “Jacob  Kintzy  (Kinsey) 
Descendants  Association’’  (A  Corporate  Organization)  shall 
be  by  blood-ties,  and  marriage.  Non-relatives  may  become 
associate  members  of  the  Organization  by  a  recommendation 
of  the  Board  of  Directors  submitted  to  a  regular  business  meet¬ 
ing  of  the  Association  for  approval. 

ARTICLE  III 

Meetings 

There  shall  be  held  a  regular  Annual  Meeting  of  the  Assoc¬ 
iation  ,  the  time  and  place  shall  be  designated  by  the  voting 
membership  of  the  Association;  or  as  may  be  set  forth  by  an 
amendment  to  the  By-Laws. 

ARTICLE  IV 

O  fficers 

The  Officers  of  the  Organization  shall  be  an  Honorary 
President;  an  Honorary  Vice-President;  a  President;  a  Vice- 
President;  a  Recording  and  Financial  Secretary;  a  Correspond¬ 
ing  Secretary;  a  Treasurer;  and  Five  Trustees. 

ARTICLE  V. 

Duties  of  Officers 

1.  The  Honorary  President,  and  Honorary  Vice  President  shall 
grace  the  meetings  of  the  Association  by  their  presence;  shall 
lender  such  assistance  and  service  and  council,  and  otherwise 
as  they  may  be  called  upon  to  do. 

2.  The  President  shall  deliver  an  Inaugural  Address  when 
elected ,,  set  forth  the  state  of  the  Organization  at  the  opening 
of  the  Reunion  Session  at  the  regular  Annual  Meeting  of  the 
Organization.  He  shall  preside  at  all  business  meetings;  he 
shall  be  an  Ex-Officio  member  of  all  Committees  (attendance 
necessary  when  urgent)  ;  shall  countersign  all  orders;  shall 
pieserve  order;  and  shall  perform  such  other  duties  as  apper¬ 
tain  to  his  office. 
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3.  The  Vice  President,  in  the  absence  or  inability  of  the  Presi¬ 
dent  shall  perform  the  duties  of  the  President. 

4.  The  Recording  and  Financial  Secretary  shall  keep  correct 
Minutes  of  all  meetings;  receive  all  dues  from  the  members, 
receipting  immediately  for  the  same;  receipt  for  all  moneys 
paid  into  the  Association,  turning  same  over  to  the  Treasurer; 
turn  over  all  moneys;  books,  papers,  etc.  to  his  successor;  and 
perform  all  other  duties  as  pertain  to  this  office.  Valuable 
papers,  etc.  to  be  kept  in  a  Safe  Deposit  Box  in  Bank. 

5.  It  shall  be  the  duty  of  the  Corresponding  Secretary  to  at¬ 
tend  to  all  the  Correspondence  of  the  Organization. 

6.  Treasurer. — It  shall  be  the  duty  of  the  Treasurer  to  receive 
all  moneys  from  the  Financial  Secretary,  and  shall  deposit  the 
same  in  a  Bank  in  the  Corporate  name  of  the  Association; 
shall  keep  a  faithful  record  of  the  same;  shall  submit  an  an¬ 
nual  written  report  of  all  receipts  and  expenditures;  and  shall 
perform  such  duties  as  usually  pertain  to  this  office. 

7.  Trustees. —  (1)  It  shall  be  the  duty  of  the  Trustees  to 
serve  as  Custodians,  and  manage  the  estate,  property,  interest 
and  inheritance  of  the  Corporation ;  shall  discharge  all  such 
other  duties  as  devolve  upon  such  officers  as  is  prescribel  by  the 
laws  of  the  Commonwealth  for  such  specific  Non-profit  Corpor¬ 
ations.  (2)  The  Trustees  as  a  Board  shall  organize  , having 
a  Chairman  and  a  Secretary.  The  Secretary  shall  keep  a  care¬ 
ful  record  of  all  the  proceedings  and  business  transactions  in 
a  Minute  Book.  (3)  Three  members  shall  constitute  a  quorum. 
(4)  The  Trustees  shall  hold  at  least  One  Regular  Business  ses¬ 
sion  annually,  and  shall  submit  a  written  report  of  its  work 
to  the  Annual  Business  Session  of  the  Corporation. 

8.  Board  of  Directors  or  Administration. — This  Board  shall 
consist  of  the  Officers  of  the  Association.  (See  Article  IV, 
Officers)  A  total  of  twelve  members. 

ARTICLE  VI 

Election  of  Officers 

1.  The  Term  of  Office  for  all  officers,  excepting  Trustees,  shall 
be  for  One  Year. 

2.  The  Term  of  Office  for  Trustees  shall  be  five  years,  one 
Trustee  being  elected  annually,  after  the  inception  of  its  crea¬ 
tion  ;(In  the  first  election  one  shall  be  elected  for  five  years; 
one  for  four  years;  one  for  three  years;  one  for  two  years; 
and  one  for  one  year.) 

3.  The  Time  for  elections  shall  be  at  the  regular  annual  busi¬ 
ness  meeting  of  the  Association. 

4.  Nominess  for  the  various  offices  shall  be  prepared  by  a 
Nominating  Committee  consisting  of  Three  Members;  mimeo¬ 
graphed  or  printed  Ballots  shall  be  provided  by  the  Committee. 
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It  is  the  privilege  of  any  member  to  make  additional  nomi¬ 
nations  from  the  floor  of  the  General  Meeting.  Selection  of  this 
Committee:  President  appoints  one;  The  Board  of  Directors 
appoints  one;  and  one  appointed  from  the  floor  of  the  Session 
of  the  Business  Meeting. 

ARTICLE  VII 

Voting  In  The  Board  Of  Directors 

Voting  in  the  Board  of  Directors  shall  be  by  acclamation 
unless  voting  by  ballott  is  called  for.  A  simple  majority  shall 
rule  in  all  cases.  Decisions  of  the  Board  shall  be  approved 
by  the  membership  of  the  Association  in  Regular  or  Special 
Business  Sessions.  A  majority  of  the  Board  shall  constitute 
a  Quorum. 

ARTICLE  VIII 

Dues 

Eligibility  for  Active  Membership  in  the  Association 
is  based  on  an  initial  fee  of  $1.00,  and  all  who  do  not  thus 
qualify  are  to  be  construed  as  INACTIVE  MEMBERS  of  the 
Association,  and  do  not  qualify  to  hold  offices  in  the  Association. 

ARTICLE  IX 

Rules  of  Proceedures 

“Robert’s  Rules  of  Order”  shall  be  used  to  govern  the  Pro- 
ceedure  of  the  Association  Meetings  unless  otherwise  provided. 

ARTICLE  X 

Amendments 

Amendments  or  changes  in  the  By-Laws,  and  the  Consti¬ 
tution  may  be  made  by  recommendations  of  the  Board  of  Di¬ 
rectors  in  whom  they  may  originate  or  through  whom  they 
may  be  channelled,  and  on  the  approval  of  the  active  member¬ 
ship. 

5j5  * 

STANDING  COMMITTEES: 

— Program  Committee 
— Recreation  Committee 
— Nominating  Committee 
— Historical  and  Archives  Committee 

SPECIAL  or  SELECT  COMMITTEES: 

— Committees  to  be  appointed,  or  otherwise  provided 
from  time  to  time. 

SUGGESTED  ORDER  OF  BUSINESS: 

(Invocation  or  Devotions) 

1.  Reading  and  Approval  of  Minutes  (Minutes  should  be  ap¬ 
proved  at  closing  of  Meeting,  first.) 
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2.  Introductions 

3.  Necrological  Service 

4.  Reports  of  Standing  Committeees: 

(a)  Program  (b)  Recreation  (3)  Nominating  Com. 
(d)  Historical  and  Archives  Com. 

5.  Reports  of  Special  Committees 

6.  Unfinished  Business  (For  which,  see  Minutes) 

7.  New  Business: — Report  of  Treasurer 

— Elections 
— Etc.,  Etc. 

Adjournment  of  Business  session;  and  according  to  practice 
is  followed  by  LITERARY,  and  RECREATIONAL  Programs. 
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CHAPTER  III 

THE  MONUMENT  AT  THE  ORIGINAL  HOMESTEAD 


Among  some  of  the  worthwhile  projects  that  might  be 
done  as  suggested  in  Chapter  XII  of  the  first  History  one  was 
a  Memorial  Marker  erected  on  or  near  the  site  of  the  original 
log  cabin  on  the  old  Kinsey  Homestead.  This  was  brought  to 
fruition  and  dedicated  and  unveiled  at  the  time  of  the  1940 
Annual  Kinsey  Reunion,  at  11  o’clock  A.  M.  (Reunion  was 
held  at  Rock  Oak  Park,  a  mile  south,  on  the  Lincoln  Highway.) 

The  monument  is  about  five  feet  high,  and  built  of  masonry. 
The  bronze  plaque  contains  the  following: 

INSCRIPTION  ON  THE  MONUMENT 

Jacob  Kinsey  ( Kintzy )  Homestead 

Ninety  feet  north  of  this  spot  stood  the  first  log  house 
in  this  community;  erected  in  the  year  1795  by  Jacob  and 
Elizabeth  Kemp  Kinsey  (Kintzy)  who  were  born  in  Germany 
in  1769.  The  homestead  contained  439  acres  and  87  perches. 
Patent  for  the  land  was  procured  from  the  commonwealth  of 
Pennsylvania  in  1851  by  Benjamin  Kinsey,  Administrator  for 
Jacob  Kinsey  (Kintzy)  Estate. 

This  Marker  symbolizes  the  victories  won  by  pioneer  an¬ 
cestors  over  the  wiles  of  nature  in  these  parts,  in  a  new  and 
strange  land. 


ERECTED  A.  D.  1939 
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The  design  of  the  marker  is  artful  and  with  good  symetry. 
The  name  KINSEY  is  lettered  into  the  base,  using  thin  stones 
to  form  raised  letters.  Wade  H.  Kinsey,  Sr.,  was  the  chief 
masoner.  It  must  be  said  to  the  credit  of  the  Waterford  group 
of  Kinseys  and  kin  that  the  major  part  in  the  work  of  erecting 
the  Monument  was  done.  Some  from  Johnstown,  etc.,  contrib¬ 
uted  labor  also.  Distance  and  duties  prevented  the  writer 
from  contributing  labors.  His  part  consisted  more  of  sug¬ 
gestions,  etc.  by  correspondence.  Also  the  honor  of  having 
charge  of  the  dedication  and  unveiling  of  the  Marker  was 
graciously  confered  upon  him.  A  good  attendance  was  present; 
and  a  beautiful  sunshine  day  added  to  the  sublimity  of  the 
occasion.  Honor  and  respect  was  paid  the  pioneer  couple  as 
their  early  experiences  were  reviewed  and  meditated  upon. 

The  ground  on  which  the  Marker  is  erected  has  been 
deeded  to  the  Kinsey  Organization  Inc.,  by  Mr.  Peter  McCreary, 
and  son  Harry  E.  McCreary,  the  present  owner  of  the  Old 
Homestead,  and  a  life-long  neighbor  and  friend  of  the  Kinseys. 
His  kindness  and  courtesies  are  most  gratefully  appreciated. 

The  following  is  a  copy  of  the  deed  to  the  ground: 

(Title  Page  of  Deed) 

DEED 

- :0 : - 

PIAPvRY  E.  McCREARY,  Singleman, 

To 

JACOB  KINTZY  —  KINSEY  DESCENDANTS, 

ASSOCIATION,  A  Corporation, 

^  v*' 

'J.  'I'  'j' 

Dated,  May  31,  1949 

*****  ****** 

Entered  for  Record 
In  The  Recorder’s  Office 
Of  Bedford  County  The 
28  Day  Of  July  1949 

Robert  H.  Hammer 

RECORDER 

F.EES  &  TAX  $2.50  pd. 

Law  Offices  of 
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Reiley  and  Reiley, 

Bedford,  Pennsylvania 
( Record  of  Recording) 

COMMONWEALTH  OF  PENNSYLVANIA) 

)  S  S  i 

County  of  Bedford  ) 

Recorded  on  this  28  day  of  July  A.  D.  1949 
in  the  Recorder’s  Office  of  said  County 

in  DEED  BOOK  - ,  Vol.  245,  Page  28 

Given  under  my  hand  and  seal  of  the  said  office 
the  date  above  written 


Robert  H.  Hammer 

Recorder. 

Pa.  Warranty  Deed  —  11 

THIS  DEED 

Made  the  thirty-first  day  of  May,  in  the  year 

Nineteen  hundred  and  forty -nine  , 

BETWEEN  Harry  E.  McCreary,  singleman,  of  the 
township  of  Juniata,  County  of  Bedford,  and 
State  of  Pennsylvania,  of  the  first  part, 
Grantor, 

A 

N 

D 

Jacob  Kintzy  -  Kinsey  Descendants  Associa¬ 
tion,  A  Corporation,  of  the  County  of  West¬ 
moreland,  State  of  Pennsylvania,  of  the 
second  part,  Grantees, 

WITNESS,  That  in  consideration  of  other  good  and  valuable 
consideration,  and  the  sum  of  One  ($1.00)  -  -  -  - 
Dollars,  in  hand  paid,  the  receipt  whereof  is  hereby 
acknowledged,  the  said  Grantor  does  hereby  grant 
and  convey  to  the  said  grantees, 

ALL  that  certain  piece,  parcel  or  tract  of  land,  situate  in 
the  Township  of  Juniata,  County  of  Bedford,  and  State  of 
Pennsylvania,  adjoining  State  Road  046  and  fronting  on  the 
West  side  of  same,  and  more  particularly  bounded  and  de¬ 
scribed  as  follows: 

Beginning  at  the  corner  of  a  line  between  the  lands  of  the 
Grantor,  and  Forrest  Bence;  thence  in  a  Westerly  direction, 
along  said  lane,  a  distance  of  193  feet  to  a  post;  thence  by 
other  lands  of  the  Grantor,  in  a  Northernly  direction  on  a 
line  parallel  with  the  State  Road,  a  distance,  of  150  feet  to  a 
post;  thence  by  the  same,  in  an  Easternly  direction,  156  feet 
to  the  aforesaid  State  Road;  thence  by  the  said  State  Road, 
in  a  Southernly  direction  a  distance  of  115  feet  to  the  lane, 
the  place  of  beginning. 
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Being  part  of  a  larger  tract  of  land  which  became  vested 
in  Harry  E.  McCreary,  the  Grantor,  by  deed  of  Susan  Mc¬ 
Creary,  dated  the  day  of  ,  1936,  and  to  be 

recorded. 

AND  the  said  grantor,  does  hereby  Warrant  generally 
the  property  conveyed, 

IN  WITNESS  WHEREOF,  said  grantor  has  hereunto  set  his 
hand  and  seal  the  day  and  year  first  above  written. 

Signed,  Sealed,  and  Delivered  ) 

In  the  Presence  of  )  Harry  E.  McCreary 


D.  Cress  Reiley  ) - 

- ) - 

- ) 

COMMONWEALTH  OF  PENNSYLVANIA  ) 

)  SS: 

County  of  Bedford  ) 

On  this,  the  31st  Day  of  May  1949,  before  me  a  Notary 
Public,  the  undersigned  officer,  personally  appeared 
HARRY  E.  McCREARY,  singleman, 
known  to  me  (or  satisfactorily  proven)  to  be  the  person  whose 
name  is  subscribed  to  the  within  instrument,  and  acknowledged 
that  he  executed  the  same  for  the  purpose  therein  contained. 

IN  WITNESS  WHEREOF,  I  have  hereunto  set  my  hand 
and  notarial  seal. 

My  Commission  Expires 

March  4,  1953  D.  Cress  Reiley 

Notary  Public 

I  HEREBY  CERTIFY,  that  the  precise  address  of  the 
grantee  herein  is  Westmoreland  County,  Pennsylvania,  P.  0.  304 
East  Main  St.,  Ligonier,  Pa. 

D.  Cress  Reiley 
Attorney  for  Grantee 

Thus  the  Corporation  owns  its  first  tract  of  real  estate. 


A  v 


t  I 


CHAPTER  IV 

Some  More  History  About  The  Famous  Road  Passing 
Through  The  Vicinity  of  The  Early  Kinsey 

Homestead. 

The  Dispute  Between  Colonel  Henry  Bouquet  And  Colonel 

George  Washington 

The  interior  of  the  Pennsylvania  Province  west  of  the 
Alleghany  mountains,  and  Pennsylvania  down  through  the 
succeeding  years  owes  a  debt  of  gratitude  to  Colonel  Henry 
Bouquet  for  giving  it  a  roadway  which  is  now  U.  S.  30  or  the 
Lincoln  Highway,  and  thus  opening  up  this  part  of  the  state 
to  settlement;  and  an  economic  trade  to  the  building  up  of  a 
better  livelihood  and  prosperity. 

The  story  more  or  less  abridged  is  as  follows:  The  French 
and  Indian  War  was  on,  but  was  somewhat  stalemated.  General 
Braddock  failed  previously;  Fort  Duquesne  was  yet  to  be  taken, 
and  the  West.  General  John  Forbes  was  placed  in  command, 
by  the  English.  Colonel  Bouquet  was  placed  in  charge  of  the 
First  Division.  Colonel  Geo.  Washington  had  command  of  the 
Second  Division.  Bouquet  was  at  Fort  Bedford  early  in  July 
(1758)  ;  Washington  was  at  Fort  Cumberland,  about  30  or  40 
miles  south  of  Bedford.  An  expedition  of  the  forces  was  to 
be  made  on  Fort  Duquesne  (Pittsburgh).  Washington  strongly 
advised  Bouquet  to  make  the  expedition  by  the  Braddock  road 
from  Cumberland  instead  of  taking  the  time  to  cut  a  new  road 
directly  through  to  Fort  Duquesne  from  Bedford.  Bouquet  did 
not  see  it  in  that  light,  because  of  what  he  considered  a  mili¬ 
tary  necessity,  it  being  50  miles  shorter;  and  because  of  other 
important  considerations,  demanded  by  the  situation.  Washing¬ 
ton  bitterly  opposed  Bouquet’s  proposition,  and  some  very 
sharp  Correspondence  ensued;  he  could  not  yield  the  point 
with  very  good  grace;  and  predicted  defeat  and  disaster  for 
the  expedition.  General  Forbes  was  convinced  by  Bouquet  that 
the  proposed  new  route  was  preferrable,  and  Colonel  James 
Burd  was  sent  forward  to  cut  the  way  through  the  forest  and 
erect  a  stockade  at  Loyalhannah. 

It  should  be  stated  at  this  time  that  Bouquet  and  Washing¬ 
ton  were  personally  on  good  terms,  and  did  not  impugn  each 
others  motives.  Great  and  noble  as  Washington  was  or  after¬ 
wards  became  in  the  Revolution,  and  as  Father  of  our  country, 
yet  he  was  human,  and  as  a  loyal  Virginian,  he  naturally 
would  work  for  the  trade  interests  of  Virginia,  via  the  Potomac 
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River,  its  north  fork  or  branch,  thence  by  the  Youghioganny, 
Cheat,  and  Monongahela  rivers  to  the  head  waters  of  the  Ohio 
Rivei  which  lead  the  Ohio  Land  Company,  and  whose  interests 
were  at  stake.  (It  will  be  remembered  that  Geo.  Washing¬ 
ton’s  two  older  brothers  were  interested  in  the  Ohio  Land 
Company.)  The  following  quotation  from  Colonel  Armstrong’s 
letter  to  Richard  Peters,  written  from  Raystown  (Bedford) 
Oct.  3,  1758,  is  well  to  the  point:  “The  General  ( Forbes )”"came 
here  at  a  critical  and  seasonable  juncture; - -  The  Vir¬ 

ginians  are  much  chagrined  at  the  opening  of  the  road  through 
this  government,  and  Col.  Washington  has  been  a  good  deal 
sanguine  and  obstinate  upon  the  occasion;  but  the  presence 
of  the  general  (Forbes)  has  been  of  great  use  on  this  as  well 
as  other  accounts.  -----  Col.  Bouquet  is  a  very  sensible  and 
useful  man.” 

On.  October  1,  1784,  Washington  made  the  following  entry 
in  his  diary:  “Dined  at  Mr.  Gabriel  Jones’s  (Mr.  Jones  was 
the  leading  lawyer  of  the  Shenandoah  Valley.)  His  opinion 
is  that  the  easiest  and  best  communication  between  the  eastern 
and  western  waters  is  from  the  north  branch  of  the  Potomack 
to  Yohiogany  or  Cheat  River;  and  ultimately  that  the  trade 
between  the  two  countries  will  settle  in  this  channel.  -  -  -  -  - 
No  well-informed  mind  need  be  told  that  the  flanks  and  rear 
of  the  United  territory  are  possessed  by  other  powers  and 
formidable  ones  too,  nor  how  necessary  it  is  to  apply  the 

cement  of  interest  to  bind  all  parts  of  it  together. - The 

way  -----  is  to  open  a  wide  door  and  make  a  smooth  way 
for  the  produce  of  that  Country  to  pass  to  our  markets  before 
the  trade  may  get  into  another  channel.  It  is  a  long  land 
transportation  to  Philadelphia  for  the  people  in  the  interior 
of  Pennsylvania  west  of  the  Laurel  Hill — none  is  so  convenient 
as  the  waterway  of  the  Yohiogany  or  the  Cheat  River  to  the 
Potomac.” 

In  a  letter  to  Chief  Justice  Allen,  written  on  the  day  of 
arrival  at  Fort  Duquesne,  Nov.  25,  1758,  Bouquet  attributes  the 
success  of  the  expedition  in  great  part  to  the  adoption  of  his 
route. 

This  famous  road  situation  was  doubtless  the  beginning 
of  a  struggle  for  commercial  supremacy  which  has  gone  for¬ 
ward  ever  since,  and  doubtless  has  its  champions  and  successors 
in  the  Pennsylvania  Central  and  Baltimore  and  Ohio  railroads 
of  today,  plus  the  return  of  the  Freight  and  travel  traffic  over 
the  Historic  Roads:  The  Lincoln  and  the  National  Highways, 
No.  30,  and  No.  40  respectively. 
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We  do  not  wish  to  detract  from  the  fame  or  merits  of  the 
noble  Washington.  Under  the  circumstances  his  contentions 
were  but  natural.  However,  the  logic  of  events,  and  the  argu¬ 
ment  of  time  have  vindicated  Bouquet  and  Forbes  in  cutting 
the  short  and  direct  road  to  Fort  Duequesne. 

As  Pennsylvanians  we  should  be  grateful,  and  give  honor 
to  the  firm  and  prudent  Bouquet  who  did  so  much  to  open  up 
the  western  part  of  our  state  to  settlement;  and  giving  ad¬ 
vantages  for  military  victory  and  defense  along  the  borders. 
Doubtless  Bouquet’s  honor  was  more  or  less  forgotten  because 
the  War  of  Independence  soon  followed  the  French  and  Indian 
War;  and  in  which  General  Washington  was  the  man  of  his 
time  and  became  the  Father  of  our  Country. 

Construction  of  Roads  and  Turnpikes 

The  construction  of  the  roads  began  as  told  already  in 
this  chapter;  and  as  given  in  “A  History  of  Jacob  Kinsey  and 
His  Descendants.”  This  part  of  the  Chapter  will  have  to  do 
more  with  the  construction  of  the  roads,  and  especially  the 
Turnpikes. 

Briefly,  the  road  construction,  replacing  the  Indian  and 
pack-horse  trails,  began  around  1755.  And  being  in  the  midst 
of  the  French  and  Indian  War,  the  roads  were  really  military 
roads.  The  road  west  of  Bedford  bore  the  name  of  “Colonel 
Burd’s  Road.”  The  road  west  of  Bedford  extended  on  west 
to  the  “Turkey  Foot,”  joining  the  Braddock  Road.  The 
present  Lincoln  Highway,  Route  U.  S.  30,  was  doubtless  first 
rebuilt  in  1792,  from  Fort  Loudon  to  Fort  Pitt  (Pittsburg.) 
Sections  of  the  Turnpike  were  built  from  Columbia  to  York, 
thence  to  Gettysburg,  and  Chambersburg.  In  1815  the  “Bed¬ 
ford  and  Stoyestown  turnpike,”  a  slate  and  limestone  road 
twenty-two  feet  wide  was  built.  The  next  year  it  was  contin¬ 
ued  to  Greensburg.  Surveyor,  Michael  Reed  of  Bedford  more 
scientifically  located  and  graded  the  road  between  Bedford  and 
Stoyestown.  (Being  a  mechanic,  he  used  instruments  con¬ 
structed  by  his  own  hands.)  The  turnpike  was  then  built  into 
a  macadam  road  during  Governor  John  K.  Tenner’s  adminis¬ 
tration.  Since  then  the  turnpike  has  been  rebuilt  in  sections 
as  need  required,  -  -  -  widening,  straightening,  grading,  and 
more  firmly  building  the  road  into  an  artery  of  travel  and 
commerce  meeting  the  demands  of  a  new  day  of  modern  eco¬ 
nomic  life. 
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As  for  the  construction  of  the  original  turnpikes,  a  brief 
description  of  the  making  of  the  National  Highway,  U.  S.  40, 
extending  from  Baltimore  and  as  far  west  as  Wheeling,  W.  Va., 
and  authorized  by  the  National  Government,  is  as  follows: 
sixty  feet  wide,  three  inches  of  broken  stone,  and  covered  with 
gravel  and  rolled.  The  work  was  done  by  “that  great  con¬ 
tractor  Mordecai  Cochran,  with  his  immortal  Irish  brigade  a 
thousand  strong,  with  their  carts,  wheelbarrows,  picks,  shovels, 
and  blasting  tools,  who  graded  the  commons  and  climbed  the 
mountain  side,  leaving  behind  them  a  roadway  good  enough 
for  an  emperor.” 

The  stone  was  quarried  along  the  highway,  the  places  are 
very  noticeable  still.  The  national  road  proposed  by  the 
government  in  1797  and  finished  in  1832,  and  cost  the  Federal 
government  $7,000,000.  Later,  1831  and  1832  the  several  states 
took  over  the  road,  and  set  up  toll  gates  every  few  miles. 
And  today  it  is  toll  again  as  of  the  Penna.  Super  Highway. 
(The  first  turnpike  to  be  built,  the  Philadelphia-Lancaster 
Turnpike,  sixty-four  and  a  half  miles,  cost  $6,200  per  mile.) 
These  are  interesting  comparisons  with  present  day  construction 
per  mile. 

,  T]>e  Life  of  the  Wagoners 

The  life  of  the  Wagoners  or  teamsters  of  those  days  was 
considered  a  lively  one.  There  was  a  distinctive  fellowship  about 
it  according  to  the  ethics  and  morals  of  the  times.  The  evenings 
were  usually  spent  in  the  taverns  conversing,  joking, singing, 
dancing,  drinking  (usually  in  moderation),  wagering,  playing 
games,  eating,  and  the  like.  Sometimes  an  argument  led  to  a 
fisticuff, when  one  or  the  other  received  a  blackened  eye  or  a 
broken  nose.  Once  in  a  long  while  if  the  whole  group  got  into 
a  melee  before  the  fray  ended  about  every  nose  was  broken,  ex¬ 
cept  the  nose  on  the  teakettle.  The  drinking  of  whiskey, 
cider,  cherry-bounce,  etc.,  would  more  easily  incite  such  frays. 
The  ethics  of  settling  disputes  between  two  teamsters  was 
usually  by  the  hardened  fists,  being  knocked  down  and  pum- 
meled  with  the  fist  until  the  defeated  yelled  “enough.”  The 
dispute  was  then  considered  settled  and  settled  by  the  com¬ 
batants  shaking  hands  and  passing  as  friends  again.  The 
story  is  told  of  one  Irishman  when  pummeled  to  the  point 
of  defeat  yelled  “hurrah,”  “hurrah.”  The  victor  kept  on 
beating  him  up  until  both  eyes  were  blackn  d,  nose  bioken, 
lips  bleeding,  etc.,  when  the  defeated  realized  he  had  to  do 
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something  about  it,  revived  and  resolved  to  do  a  new  round 
which  resulted  in  becoming  the  victor.  With  the  fray  now  in 
reverse,  and  defeat  admitted,  the  victim  yells  “enough,” 
“enough,  when  the  conqueror  said,  “Faith,  that  is  the  word 
(enough)  I  wanted  to  say  but  couldn’t  think  of  it.” 

How  the  wagoners  fellowshipped  in  the  evenings  is  pictured 
by  the  poet  as  follows: 

“There  were  few  idle  fiddles  when 
Old  wag’ners  drank  their  jolly  fill 
Of  beer  and  cider  by  the  quart, 

And  wines  and  gins  of  every  sort. 

And  whiskey,  measured  by  the  gill, 

And  cherry-bounce  and  cider  oil, 

And  bitters  spiced  with  penny-royal. 

“Around  a  blazing  hearth  at  e’en, 

Or  roaring  ten-plate  Pinegrove  stove, 

Those  heroes  of  the  turnpike  roads- 
Those  haulers  of  the  heavy  loads, 

Or  weary  drivers  of  a  drove, 

Foregathered,  many  a  winter’s  night 
In  freedom,  fun  and  fond  delight. 

“They  sat  in  all  the  different  ways 
That  men  could  sit,  or  ever  sat; 

They  told  of  all  their  jolly  days, 

And  spat  in  all  the  different  ways 
That  men  could  spit,  or  ever  spat; 

They  talked  of  horses  and  their  strength, 

And  spun  their  yarns  at  endless  length, 

“Sometimes  they  raffled  for  the  stakes, 

And  sometimes  shot  therefor  at  mark; 

A  many  a  foolish  wager  laid, 

And  many  a  reckless  swap  was  made- 
Of  horses  -  traded  in  the  dark; 

Sometimes  disputes  ran  wild  and  high, 

To  bloody  nose  or  blacken’d  eye.” 

— H.  L.  Fisher, 

York,  Penna,1888. 

—From  Conestoga  Six-Horse  Bell  Teams,  1750-1850. 

The  price  of  drinks  in  those  days  can  be  judged  by  an  act  of 
the  first  court  of  Westmoreland  county  which  was  as  follows: 
A  gill  of  whiskey,  four  pence;  toddy,  one  shilling;  West  India 
rum,  six  pence;  cider,  per  quart,  one  shilling  six  pence;  strong 
beer,  per  quart,  six  pence. 

The  writer  had  an  uncle,  Adam  Little  by  name,  married  my 
mother’s  sister,  and  who  was  a  wagoner,  over  six  feet  tall,  and 
weighing  around  one  hundred  eighty  or  ninety  pounds.  He 
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Conestoga  Wagon 


wagoned  on  the  Pittsburgh  and  Philadelphia  Turnpike,  now  the 
Lincoln  Highway.  He  told  us  many  stories  of  the  Wagoning 
Days,  one  of  which  was  about  the  unscruplous  teamster  who 
would  get  his  whiskey  drinks  by  using  an  eight  penny  nail  (cut 
nail  with  squared  end)  and  driving  it  through  a  stave  of  the 
whiskey  barrel,  a  bit  at  a  time,  then  loosening  the  nail,  then 
driving  it  a  bit  farther,  and  on  and  on,  loosening  and  loosening, 
until  the  nail  was  driven  through  the  stave;  after  which  a  rye 


Adam  Little,  W agoner. 
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straw  was  inserted  and  the  whiskey  sipped.  The  hole  in  the 
stave  was  then  pluged,  and  stained  to  the  stave  color  with 
ground  and  spittle,  so  as  to  be  undetected. 

Another  story  was  told  of  a  teamster  who  decided  to  pass 
through  a  certain  town  with  a  certain  type  of  load  without  in¬ 
terference,  as  the  writer  recalls.  He  did  so  by  acting  the  part 
of  a  mad  man,  In  the  nude,  he  painted  himself  completely  with 
mud,  head,  hair,  beard,  face  and  all  and  chained  himself  to  the 
the  rear  of  the  wagon  then  whooped,  yelled,  jumped  and  kicked, 
made  grimaces,  etc.  The  sight  was  so  frightening  that  no  one 
had  the  courage  to  interfere  with  the  travelers. 

That  whiskey  was  plentiful  was  evidenced  by  the  many  dis¬ 
tilleries  dotting  the  country.  Ten  years  after  the  Revolution, 
1790  to  1800,  there  where  ninety-four  grist  mills,  and  fifteen 
distilleries  in  Lancaster  county  alone.  And  this  was  about 
typical  of  the  State.  A  David  Eby  who  at  twenty-nine  years 
of  age,  a  wagoner,  said  in  1853  that  from  Chambersburg  to 
Pittsburg  there  was  a  tavern  for  every  mile  of  the  road  just 
as  there  were  on  the  old  Lancaster  pike  sixty  years  earlier. 
(This  Mr.  Eby  was  the  wagoner  who  hauled  part  of  the  amuni- 
tion  and  arms  for  John  Brown’s  party  to  Williamsport,  Md., 
and  from  which  it  was  shipped  to  Harper’s  Ferry.  He  did  not 
know  what  his  load  was  at  the  time.) 

The  farm  on  which  the  writer  was  born,  on  the  Lincoln 
highway  five  miles  west  of  Schellsburg,  there  was  a  distillery; 
and  while  it  was  no  longer  in  existence  when  the  writer  was 
born,  still  the  field  where  the  distillery  was  located,  by  a  spring, 
was  called  the  “still-house  field.” 

Futher  evidence  of  the  prevalence  of  distilleries  in  that  day 
is  the  Whiskey  Rebellion  of  Western  Pennsylvania  (Washington 
Co.)  When  the  national  government,  greatly  in  need  of  funds, 
placed  a  tax  on  the  manufacture  of  Whiskey  (1794),  these 
western  Pennsylvanians  refused  to  pay  tax;  and  after  tarring 
and  feathering  an  officer,  and  flogging  another,  President 
Washington  sent  an  army  of  12,000  or  more  soldiers  in  to 
enforce  the  law.  Washington  himself  went  as  far  as  Bedford  in 
this  expedition.  The  Whiskey  manufactures  fell  in  line  and  re¬ 
spected  the  superior  government  authority.  The  insurrection  end¬ 
ed  without  a  shot  being  fired  or  anyone  killed.  (This  may  be  an 
example  of  government  by  administration.)  The  point  of  citing 
the  Whiskey  Insurretion  is  to  show  the  prevalence  of  whiskey 

making  and  use  in  those  days. 

Further,  in  this  same  period  of  time  there  were  from  70-80 


40 


distilleries  in  Franklin  county.  And  they  too  showed  disfavor 
toward  the  excise  tax  on  whiskey  as  well  as  the  Washington 
countians,  but  with  no  concerted  insurrection. 

It  should  be  said  that  in  those  days  there  was  nothing  dis¬ 
respectful  in  either  drinking  and  making  whiskey.  Distilling  was 
esteemed  as  moral  and  respectful  as  any  other  business.  Even 
some  farmers  had  their  own  plants  for  making  whiskey;  and 
moderate  quantities  of  whiskey  was  used  in  nearly  every  family. 

However,  the  day  came  when  the  “elixer  of  life”,  being  con¬ 
sidered  harmless,  was  discovered  to  be  the  “water  of  death”. 
And  alcohol  as  a  beverage  morally  and  religiously  was  “taboo,” 
being  a  habit-forming  drug  and  a  narcotic  poison. 

Highway  Robbers 

Then,  as  now,  the  Highway  had  its  robbers.  There  -was, 
around  1811,  a  famed  robber  by  the  name  of  Lewis  who  with 
his  party  would  station  himself  at  the  top  of  a  steep  hill  and 
waylay  the  teams  as  they  would  pass  over,  one  at  a  time.  In 
fact  the  particular  place  won  the  name  “The  Lewis  Lookout.” 
It  is  the  writer’s  opinon  that  this  Lewis  was  the  Lewis  of  the 
group  of  Lewis,  Clark,  and  Conally,  the  clique  of  robbers  spoken 
of  in  the  first  Kinsey  History,  pages  twenty  and  twenty-one. 
The  spring  by  which  their  camp  was  located  was  known  as  the 
Lewis  Spring,  and  even  to  this  day.  This  place  afterward  was 
known  as  the  “Daley  Post  Office.”.  Further,  it  is  also  the  opinon 
of  the  writer  that  the  place  where  Lewis  and  his  party  stationed 
themselves  was  on  the  Alleghany  plateau  where  one  can  see  for 
six  miles  on  a  stretch  of  straight  road,  westward  toward  Stoyes 
town.  The  white  top  wagons  could  easily  be  seen.  A  Daniel 
Moyer  once  encountered  Lewis.  Also  Henry  W.  Shoemaker, 
Pennsylvania  Folklorist,  speaks  of  General  Benner  putting 
Lewis  to  route:  “He  was  about  the  only  man  approached  by 
David  Lewis,  the  robber,  who  did  not  run,  but  was  able  to  put 
the  desparate  outlaw  to  route.” 

The  Heydey  of  Wagoning 

The  heydey  of  hauling  freight  by  the  Conestoga  Wagon  was 
at  its  peak  from  about  1830-1840.  The  main  or  big  shipping 
points  were  Philadelphia,  Baltimore  and  Pittsburg.  Hotels  did  a 
thriving  business.  A  few  of  the  orginal  hotels  are  still  in  exist- 
ance,  namely,  the  hotel  and  tavern  at  the  Juniata  Crossings, 
built  of  native  stone  by  Hugh  Dennison,  1818;  and  during  the 
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forties  when  stage  and  wagon  travel  was  flourishing  it  was  kept 
by  George  McGraw.  The  other  is  the  old  Colvin  hotel  in  Schells- 
burg,  now  merely  a  landmark  of  the  Conestoga  Days.  We  note 
by  an  old  Map  of  Bedford  Co.,  published  in  1861,  that  in  a  list 
of  the  residents  of  Schellsburg  and  surrounding  community,  and 
their  occupations,  Peter  Kinsey,  operated  a  hotel.  Doubtless  this 
was  Peter  Kinsey,  son  of  the  original  Jacob  Kinsey  (Kintzy)  ; 
and  it  was  the  hotel  and  tavern  at  the  Burns  Mill  Village  which 
he  operated,  P.  0.  being  Schellsburg. 

Teamsters  who  made  wagoning  their  work  received  from 
eight  to  ten  dollars  per  month.  The  Wagoning  was  quite  a  busi¬ 
ness.  In  Edmund  Burke’s  statement  alluding  to  the  commerical 
enterprise  of  Philadelphia  says, “Beside  the  quantity  of  all  kinds 
of  produce  of  this  province  which  is  brought  down  the  Rivers 
Delware  and  Schuylkill,  the  Dutch  employ  between  eight  and 
nine  thousand  wagons, drawn  each  by  four  horses,  in  bringing 
the  produce  of  their  farms  to  this  market.”  If  so  many  wagons 
surrounded  the  Philadelphia  area,  what  of  the  wagons  over  the 
rest  of  the  state,  and  other  states?  A  thriving  business!  But 
with  the  coming  of  the  canals,  and  the  railroads  a  new  day  for 
the  transportation  of  freight  and  travel  was  beginning  to  dawn. 
An  economic  transition  was  about  to  be  ushered  in.  The  freight¬ 
ing  of  the  great  Conestoga  was  not  seriously  affected  until  1852 
when  the  Pennsylvania  Railroad  opened  its  through  line  from 
Philadelphia  to  Pittsburgh.  Wagoners  were  pessimistic,  and 
voiced  their  sentiments  in  song,  and  their  fellings  quite  vocally, 
as  is  indicated  in  “The  Death  Song  of  the  Wagoner,”  a  stanza 
or  two  of  which  follows: 

“It  was  once  I  made  money  by  the  driving  of  my  team, 

But  now  the  goods  are  hauled  on  the  railroad  by  steam ; 

I  hope  the  devil  will  get  the  fellow  that  invented  the  plan 

To  ruin  us  poor  wagoners  and  every  other  man.,, 

“It  ruins  wheelrights,  blacksmiths,  and  every  other  trade; 

‘Damned’  all  the  railroads  that  ever  was  made! 

It  ruins  our  mechanics,  what  do  you  think  of  it,  then? 

And  it  fills  our  country  full  of  great  rich  men.” 

The  above  are  but  two  stanazs  of  the  Wagoners’  song  of 
cursing.  But  so  it  has  ever  been  with  scientific  advancement  and 
improvements.  The  highways  today  are  again  arteries  of  com¬ 
merce  and  travel;  but  instead  of  the  Conestoga  Wagons  and  the 
slow  pace  of  the  big  horses,  it  is  the  big  trailer-trucks  traveling 
at  fifty  and  sixty  miles  an  hour,  on  the  finest  of  concrete  roads 
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built  for  heavy  traffic.  The  mountains  are  even  tunnelled  to 
economize  in  time  and  expense.  The  highway  of  today  as  a 
freight  artery,  travel,  accommodations,  business  enterprises 
(hotels  and  merchants),  delectable  scenic  routes,  etc.  is  a  marvel 
of  the  age.  Such  an  era  for  the  successor  of  the  colonel  Burd 
Road  could  not  be  comprehended  by  our  ancestors  when  it  passed 
through  the  community.  It  is  not  like  it  used  to  be,  and  never 
was. 


BEDFORD  COUNTY  THE  ANCESTRAL  HOME 

Whether  Jacob  Kintzy  and  wife,  Elizabeth  Kemp  Kinsey, 
were  aware  of  it  or  not,  in  selecting  Bedford  county  as  a  home¬ 
stead  they  chose  well.  They  crossed  the  county  to  its  western 
part,  and  having  seen  its  mountains  and  its  valleys,  its  hills  and 
its  dales,  they  were  apparently  satisfied  to  locate  at  the  foot 
of  the  Alleghanny  mountains,  and  by  the  Gap  which  from  that 
time  on  took  the  name :  “Kinsey  Gap.”  The  writer’s  impressions 
of  the  county  are  given  in  the  following  poem.  And  what  is 
true  of  Bedford  County  is  true  of  many  of  Pennsylvania’s 
counties : 


A  view  of  the  Kinsey  Gap,  from  the  Lincoln  Highway, 
looking  north.  The  buildings  and  lands  are  in  front  of,  and  ex¬ 
tending  into  the  Gap,  not  visible  in  this  picture. 

(Photo  by  Writer) 
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The  Kinsey  Gap  at  close  range.  Fields  in  foreground  are  on 
original  homestead.  Mr.  Peter  McCreary’s  son,  Harry,  is  seen 
working  a  team  of  horses  in  a  corn  cultivator;  his  father  is  seen 
to  the  left  of  the  picture,  setting  up  corn. 

(Photo  by  Writer) 


BEDFORD  COUNTY 


Bedford  Co. — 

I  love  her  valleys,  and  her  hills; 

I  love  her  woodlands,  and  her  rills. 

I  love  her  mountains,  and  her  deeps; 

Her  variegated  slopes,  and  steeps. 

Her  panoramic  views  I  love 
As  seen  from  mountain  crests  above. 

Old  Alpine’s  heights  are  scarce  a  peer 
To  Bedford’s  beauties  in  the  clear. 

Bedford  Co. — 

How  beautiful  her  springtime  dress 
When  green  returns  in  blessednesss. 

How  beautiful  when  harvests  surge 
In  golden  billows,  — amber  splurge! 

In  Autumn,  — when  she’s  dressed  for  night 

Is  blanketed  beneath  the  white 

From  north  to  south,  from  east  to  west, 

Our  Bedford’s  e’er  so  gayly  dressed. 

Bedford  Co. — 

Did  Moses  from  old  Nebo’s  heights 
See  more  than  Bedford  here  bedights? 

A  holy  land,  her  vista  thrills; 

Her  springs  slake  thirst,  her  streams  turn  mills; 
Her  fauna,  and  her  flora  rare 
Make  life  abundant,  free  and  fair. 

Her  heav’ns  above,  so  bright,  so  blue, 

Declare  God’s  splendor  tuned  to  you. 


Bedford  Co. — 

0  Bedford  County,  tell  thy  tales 
Of  sacrifice  and  bitter  wails, 

When  red  men  tried  to  ^ay  the  hand 
Of  progress  in  thy  waiting  land; 
That  we  may  worthy  be,  and  bless 
The  Giver,  and  thy  nobleness. 
Fair  Bedford,  now,  salutes  to  thee; 
And  plighted  love  and  loyalty. 


— Wm.  Kinsey 
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CHAPTER  V 


MONEY  AND  AMERICAN  COINAGE 

Since  the  Kinsey  Museum  possesses  and  treasures  money 
antiques  also  speaking-  to  us  of  the  medium  of  exchange  of  our 
forefathers  of  the  Clan,  something  should  be  said  relative  to  the 
history  of  it. 

After  1793  there  was  money  of  American  coinage.  The 
big  copper  cent,  the  quarter,  the  half  dollar,  and  the  dollar  were 
coined.  Note  and  reflect  on  the  big  copper  cent  for  example. 
Would  we  like  them  today.  (Many  folks  complain  if  they  re¬ 
ceive  a  silver  dollar  today,  “the  big  things.” 

The  writer’s  father  had  collected  quite  a  number  of  the 
big  copper  cents,  as  a  hobby.  He  was  called  on  in  his  younger 
days  to  “lay  out”  dead  people.  After  the  process  of  laying  out 
the  deceased,  the  last  thing  he  did  was  to  place  a  big  copper  cent 
on  each  eyelid  to  keep  the  eyelids  closed.  When  the  body  was  cold 
the  eyelids  remained  closed  and  the  coppers  were  removed. 
The  writer  remembers  well  of  father  doing  that  thing  lastly  in 
laying  out  the  dead.  (The  day  came  when  matters  of  careing 
for  the  dead  changed,  and  professional  persons  legally  re¬ 
placed  the  neighbor  in  the  community  who  performed  such 
duties  gratuitously.) 

About  1830  the  U.  S.  government  was  able  to  mint  money 
fast  enough  to  supply  its  needs,  thus  the  fore-mentioned  coins 
were  displaced  and  were  no  longer  in  common  use.  French, 
Spanish,  and  English  coins  were  in  common  use,  and  more  or 
less  determined  the  standard  of  values.  There  were  the  French 
crowns;  the  Spanish- American  dollar  which  was  the  standard 
and  unit  of  the  republic.  This  dollar  contained  eight  reals, 
or  eight  eleven-penny  bits;  and  the  half  real  was  worth  five 
pence  in  English  coin  and  this  was  called  the  fipenny  bit  or 
“fip”.  The  English  terms  were  the  pound,  shilling,  pence, 
farthings,  etc. 

Barter  was  in  use  also,  in  the  form  of  printed  note  or 
money,  and  had  different  values  in  the  different  localities  and 
business  enterprises,  as  merchants;  iron  companies;  turnpike 
companies;  etc.  At  the  time  of  the  Civil  War  this  paper  money 
was  known  as  “wild  cats”  or  “shin  plasters.”  They  were  in 
denominations  of  dollar,  twenty-five  cents,  ten  cents,  etc.  The 
shin  plaster  in  the  Museum  donated  by  the  writer  is  a  Twenty- 
five  cent  piece  which  was  given  him  shortly  before  his  father’s 
death. 
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“Shin  Plaster” 

By  the  time  the  Museum  is  organized  and  housed  there 
may  be  many  more  historic  coins  donated  or  lent  by  others  of 
the  clan. 

The  nature  of  our  History  calls  for  brevity  on  the  history 
of  money  in  our  country,  both  coin  and  paper  money.  The 
same  must  be  left  to  the  more  complete  sources  for  those  thus 
interested.  We  have  said  sufficient  to  explain  the  money  terms 
as  used  in  the  early  papers,  deeds,  contracts,  etc.  as  used  on 
page  27  of  Kinsey  History:  “50  shillings  per  100  acres”, etc. 
The  states  had  to  become  rightly  related  ecomically;  as  do  now 
the  world  at  large,  econmically.  Perhaps  some  of  the  ills  of 
the  present  day  is  due  to  the  fact  that  the  nations  of  the  world 
do  not  have  a  standard  dollar  the  world  around. 


CHAPTER  VI 

Twenty-Fifth  Silver  Jubilee  Reunion 

The  Twenty-fifth  Annual  Kinsey  Reunion  was  held  Au¬ 
gust  2,  1952,  at  Waterford  (Firehall),  Pa.  At  this  Reunion 
the  special  emphasis  was  upon  the  fact  that  it  was  the  Twenty- 
Fifth  Silver  Jubilee  Reunion.  The  first  Reunion  was  held  in 
1923,  and  twenty-nine  years  later,  the  Silver  Jubilee  Reunion. 
The  continuity  of  Annual  Reunions  was  interrupted  during 
World  War  II,  due  to  gas  rationing,  etc. 

The  Minutes  of  the  first  Reunion,  naturally  are  history¬ 
making  minutes,  and  were  as  follows: 

“September  2,  1923 

There  were  136  members  of  the  family  present  representing 
three  generations.  The  oldest  member  present  being  Mrs. 
Margaret  Kinsey  Weimer  who  was  sixty-nine  years  of  age  on 
that  day. 

The  following  organization  was  made  for  the  next  Re¬ 
union  of  1924: 

President  —  W.  H.  Kinsey 
Secretary  —  Miss  Myrtle  Kinsey 
Treasurer  —  Mrs.  C.  L.  Kinsey 
Vice  President — L.  T.  Weimer 

B.  E.  Jones 
Ernest  Kinsey 

All,  except  the  Vice  Presidents,  who  were  appointed  by  the 
President,  were  elected  by  the  Clan. 

The  gathering  was  addressed  by  Rev.  W.  R.  Corter,  Prof. 
Ernest  Kinsey,  and  President  W.  H.  Kinsey. 

A  collection  was  gathered  from  the  members,  amounting  to 
$21.42,  this  being  given  to  the  President,  W.  H.  Kinsey,  to  pay 
for  lumber  purchased  from  L.  W.  Darr,  to  use  to  build  tables 
and  benches  for  the  Reunion. 

The  crowd  dispersed  deciding  to  hold  a  Reunion  in  1924  at 
the  same  place,  the  Saturday  before  the  9th  of  September. 

Signed,  Myrtle  Kinsey,  Sec.” 

A  study  of  the  Minutes  of  the  First  Kinsey  Reunion  shows 
(1)  That  the  attendance  was  good,  and  better  than  some  at¬ 
tendances  of  the  more  recent  years.  (2)  That  the  reunion  was 
confined  to  the  branch  of  Kinseys  headed  by  Henry  Kinsey  and 
Catherine  Rock  Kinsey  of  Waterford,  Pa.  (3)  That  three  ad¬ 
dresses  were  given,  indicating  that  besides  food  for  the  bodies 
(as  evidenced  by  tables”)  there  was  a  sumptuous  spiritual  and 
mental  food  also  provided.  (4)  A  goodly  offering  for  the 
first  Reunion.  (5)  That  all  of  these  features  have  more  or  less 
set  precedents  for  Reunions  ever  since.  Doubtless  there  were 
some  physical  recreation  featuring  the  Reunion  also,  at  least, 
informally  by  the  youth  and  children. 
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However,  all  is  not  told  by  the  Minutes  of  the  first  Reunion. 
It  seems  to  be  common  knowledge  that  the  founder,  the  one  who 
launched  the  reunion  and  brought  it  into  a  reality  was  Wade  H. 
Kinsey  Sr.  Whatever  the  thoughts  and  ideals  were  that  lurked  in 
the  minds  of  other  kin,  he  is  the  one  who  caused  it  to  take  form 
and  launched  it,  and  was  elected  its  first  president,  and  in 
later  years,  elected  an  Honory  President. 

Manifestly  as  the  years  passed  the  Reunion  idea  grew  in 
popularity,  and  spread  to  all  the  Kinseys  of  the  Immigrant 
ancestors:  Jacob  Kintzy  and  wife  Elizabeth  Kemp  Kinsey  who 
migrated  from  Germany  and  setteled  in  the  west-central  part  of 
Bedford  County,  somewhere  around  1795.  And  at  present  the 
Clan  of  Kinseys  is  a  Corporation,  incorporated  as  The  Jacob 
Kintzy  (Kinsey)  Descendants  Association  Inc.  interest  has  grown 
through  the  years,  -  through  rich  and  interesting  fellowship  at 
Reunion  times;  interesting  recreational  programs;  cultural  ad¬ 
dresses;  Kinsey  history;  worthy  individual  achievements;  con¬ 
templated  worthy  goals;  etc.  Obviously  there  has  been  a  gradual 
and  healthy  growth  through  the  years  in  such  a  manner  that 
the  Kinsey  Corporation  has  won  exemplary  distinction  among 
other  Family  Clans. 

The  Organization  has  won  a  good  moral  reputation.  Not  only 
at  mealtimes,  at  business  sessions,  etc.  prayers  are  offered.  One 
feature  of  the  business  program  is  a  Necrological  Service. 
A  Christian  spirit  and  atmosphere  prevails  throughout  the  Re¬ 
union  occasions.  Preachers,  County  School  Superintendents, 
lawyers,  etc.  have  frequently  addressed  the  Reunion  occasions. 
It  is  hoped  that  the  Organization  will  ever  maintain  a  high 
moral  standard  of  conduct,  and  ever  carry  on  in  an  exemplary 
way  for  other  Clans;  and  that  her  posterity  will  rise  up  and 
call  her  “blessed”. 

It  is  the  writer’s  regret  that  he  was  unable  to  attend  the 
Silver  Jubilee  Reunion,  being  in  Tennessee  at  the  time,  and  just 
closing  up  a  “pinch-hitting”  pastorate. 
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CHAPTER  VI -A 


Organization  Officers  From  The  Beginning 
Kinsey  Reunions  1923  —  1956 

Presidents  Terms  of  Office  Place  of  Reunions 

WADE  H.  KINSEY  Sr.  1923  —  ’25  Park  Joy,  Waterford 

To  Wade  H.  Kinsey  Sr.  belongs  the  honor 
and  credit  of  founding  and  organizing  the 
first  Kinsey  Reunion  of  the  Descendants  of  the 
Jacob  Kintzy  (Kinsey)  line.  At  the  time 
it  was  practically  confined  to  those  descen¬ 
dants  of  his  own  father  and  mother,  as  the 
Minutes  reveal.  This  founding  act,  and  later 
activities,  reveal  the  progressive  and  advanced 
thinking  of  Mr.  Wade  Kinsey.  He  had  in¬ 
initiative  and  forethought,  and  visions  of  a 
great  Clan  some  day.  He  worked,  labored, 
and  sacrificed  to  an  Organization  to  fruition. 

The  launching  of  the  Organization  in  itself,  and  giving 
impetus  and  vision  of  the  future  in  itself  was  perhaps  the 
greatest  contribution  of  his  administration.  Whatever  the 
visions  he  may  have  had  for  the  future,  it  was  hardly  possible 
to  propose  any  legislation  for  more  mature  projects;  it  was 
more  a  case  of  getting  the  infant  Organization  to  learn  to 
stand  and  walk. 


A.  C.  KINSEY 


1926  —  ’30  Park  Joy,  Waterford 

Not  having  access  to  the  re¬ 
cords,  we  do  not  have  knowledge 
of  outstanding  or  progressive  meas¬ 
ures  or  projects  of  A.  C.  Kinsey’s 
first  administration.  However,  on 
the  premises  of  a  Juvenile  Organi¬ 
zation  it  is  a  logical  conclusion  that 
the  biggest  task  of  the  president 
was  to  see  that  the  young  Organ¬ 
ization  might  be  secured  on  a  per¬ 
manent  foundation.  The  real  task 
to  see  that  it  live,  and  not  die.  This 
is  true  of  any  new  Organization. 


Doubtless  he  had  visions  of  the 
future;  he  had  to  create  enthusiasm, 
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and  a  spirit  of  loyalty  among  the  kinfolk.  Being  a  son  of  the 
first  president,  he  was  not  without  his  father’s  characteristics, 
evidence  of  which  he  was  one  day  to  be  called  to  the  high  honor 
the  second  time. 

DANIEL  ROSS  KINSEY,  1931  -’32  Park  Joy,  Waterford 

Mr.  D.  Ross  Kinsey’s  administration 
consisted  of  two  years.  His  chief  task 
was  doubtless  to  see  that  the  new  Or¬ 
ganization  survive,  for  it  was  but  eight 
years  old  when  he  took  office.  And  not 
much  else  could  be  done  in  a  short  term 
of  office.  However,  as  we  have  learned 
to  know  this  cousin  later  we  venture  to 
say  that  he  was  a  “booster,”  and  enthus¬ 
iastic.  He  is  the  type  of  a  Kinsey 
who  wants  to  see  things  “go.”  Would 
that  we  had  more  “boosters”  and 
“pushers.”  Too  many  of  our  Clan  are 
afflicted  with  lethargy,  with  a  high  temp¬ 
erature,  serious  cases.  Doubtless  his  official  services  were 
creditable. 

1933  -  ’36  Park  Joy,  Waterford 
Okewela  Grove,  Johnstown 

1935 

Park  Joy,  1936 

It  was  during  Frank  B.  Kinsey’s 
administration  when  the  writer  was 
first  able  to  attend  a  Kinsey  Re¬ 
union  (1934).  We  witnessed  his  acti¬ 
vities  in  office  for  three  years.  It 
must  be  said  that  Mr.  Kinsey  was 
a  good,  congenial,  and  able  admini¬ 
strator  (not  saying  that  his  prede¬ 
cessors  were  not).  He  was  able  to 
create  interest  and  enthusiasm.  He 
was  quite  democratic,  easy  of  ap¬ 
proach,  affable,  witty,  and  had  a 
good  sense  of  humor.  We  feel  that 
there  is  not  a  Kinsey  who  knew  him 
would  say  less  about  him.  Tributes 
are  given  him  in  the  First  History; 
and  elsewhere  in  this  History. 
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Whatever  else  of  constructive  measures  and  projects  that 
he  may  have  launched  and  put  across,  we  feel  that  the  most 
constructive  work  or  project  that  he  accomplished  was  the 
publishing  of  the  first  history,  “A  History  of  Jacob  Kinsey 
(Jacob  Kintzy)  And  His  Descendants.”  Being  a  close  friend 
and  closely  associated  with  the  writer,  and  knowing  of  the  long¬ 
time  interest  of  the  writer  in  the  family  history  and  his  work 
upon  it,  he  became  vitally  interested  himself.  He  gave  en¬ 
couragement,  and  finally  gave  generously  of  his  means  that  the 
History  might  be  completed.  He  was  sympathetic,  and  knew 
the  handicaps  and  financial  limitations  of  the  writer;  that 
the  work  had  to  be  done  mostly  as  a  sideline,  fitting  in  with 
life’s  preparations;  and  as  sort  of  a  hobby  for  an  educator, 
and  minister  of  the  Gospel.  The  main  credit  must  be  given 
to  Mr.  Frank  B.  Kinsey  for  having  the  Kinsey  History  for 
distribution  at  the  1984  Kinsey  Reunion.  There  were  a  number 
of  other  cousins  who  backed  us  up  financially  (these  are  recog¬ 
nized  later  in  the  History),  but  it  was  Frank  B.  who  gave 
the  Green  Light  to  the  writer  to  have  the  book  printed,  and 
it  has  spoken  for  itself  ever  since,  and  as  an  outstanding  con¬ 
tribution  of  his  administration. 


FRANK  R.  KINSEY,  1937  -  ’48  Park  Joy,  Waterford, 


Rock  Oak  Park,  Bedford  Co.  —  1939- 
1940. 

Park  Joy,  1941.  (1942- ’45  No  Re¬ 

unions)  —  due  to  War. 
Waterford  —  Fire  Hall,  1946. 

Roak  Oak  Park,  Bedford  Co.,  1947. 
Waterford  —  Fire  Hall,  1948. 


Dr.  Frank  R.  Kinsey,  M.  D.,  succeeded  Mr.  Frank  B.  Kinsey 
in  the  presidency,  at  the  age  of  23  years,  and  the  youngest  pres¬ 
ident  thus  elected  to  the  office.  His  term  of  office  consisted 
of  eleven  years.  He  was  the  War-time  president,  during  which 
time  there  were  no  Annual  Reunions  held,  due  to  gas  rationing. 
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Clan  interests  continued  to  grow  under  his  administration, 
proving  a  good  successor  to  Mr.  Frank  B.  Kinsey.  During 
his  second  year  Mr.  Frank  B.  passed  away, — Jan.  9,  1938. 

A  few  of  the  outstanding  contributions  of  his  term  of 
office  are  (1)  The  Real  Estate  on  which  the  Kinsey  Monument 
stands  was  procured  from  Mr.  Peter  McCreary.  (2)  The 
Kinsey  Monument  was  erected,  in  1939.  (3)  Began  consider¬ 

ation  of  the  project  of  a  Kinsey  Museum.  (4)  Incorporation 
interests  launched. 

Regular  and  routine  matters  were  dispatched  with  interest, 
devotion,  and  loyalty.  As  others,  he  had  presidential  person¬ 
ally.  He  was  all  he  looked.  Capable  and  able;  pleasing,  con¬ 
genial,  and  a  real  ambition  to  see  and  make  the  Organization 
a  success.  And  since  out  of  office,  his  interests  have  not  lag¬ 
ged,  but  increased;  backs  any  project  or  measure  that  makes 
for  a  greater  Organization. 

A.  C.  KINSEY,  1948  -  Rock  Oak  Parle,  Bedford  Co., 

1949. 

Waterford  -  Fire  Hall, 

1950. 

Shawnee  State  Park,  Schells- 
burg,  Pa.  1951. 

Waterford  -  Fire  Hall, 

1952. 

Shawnee  State  Park, 

1953. 

Waterford  -  Fire  Hall, 

1954. ' 

Shawnee  State  Park, 

1955. 

After  being  out  of  office  of  president  for  nineteen  years, 
Mr.  A.  C.  Kinsey  was  again  elected  to  the  high  office  of  Presi¬ 
dent,  and  is  now  serving  in  his  seventh  consecutive  year  of 
his  second  period  as  President.  It  is  common  knowledge  of 
course  that  he  is  doing  a  swell  job  of  it.  He  has  the  tradi¬ 
tional  wit  and  humor  of  the  Tribe.  He  proves  himself  capable, 
patient,  and  cooperative.  He  has  the  spirit  of  expansion  and 
growth;  open  and  solicitous.  Formerly  he  had  to  see  that 
the  young  Organization  learned  to  walk,  and  survive.  Now 
that  the  Organization  has  reached  maturescence  he  can  give 
more  attention  to  projects  pertaining  to  perfection.  It  is  no 
longer  a  question  as  to  whether  the  Organization  will  survive. 
With  him  it  is  now  a  question  as  to  how  the  Corporation  Or¬ 
ganization  can  be  more  profitable  in  a  good,  clean  fellowship; 
how  things  worthwhile  can  be  done;  and  how  it  can  be  more 
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exemplary  to  other  like  and  neighboring-  Clans.  It  can  truely 
be  said  that  he  has  both  breadth  and  depth.  As  long  as  we 
have  his  kind,  and  the  kind  of  presidents  we  have  had,  we  need 
waste  no  time  on  impeachment  proceedings. 

Relative  to  outstanding  contributions,  we  mention  first  of 
all,  the  Incorporation  of  “The  Jacob  Kintzy  (Kinsey)  De¬ 
scendants  Association,  Inc.”  in  1949,  by  the  Commonwealth  of 
Pennsylvania,  into  a  Non-Profit  Corporation.  The  Corporate 
Body  can  henceforth  hold  both  Real  and  Personal  property; 
receive  bequests;  etc.  (2)  A  second  outstanding  work  of  his 
administration  is  the  Kinsey  Museum  which  is  in  progress  at 
the  present,  and  with  brighter  hopes  for  its  success.  (3)  The 
third  contribution  of  his  administration,  and  perhaps  not  least, 
is  the  issuing  and  publication  of  the  second  Volume  of  the 
Kinsey.  History.  Such  a  publication  means  that  the  Organi¬ 
zation’s  records  and  activities  are  made  permanent.  Genealogy 
is  brought  up  to  date.  A  heritage  is  left  our  posterity. 

The  Committee,  on  behalf  of  the  Corporation,  congratulates 
all  our  Presidents. 


Recording  Secretaries  And  Treasurers 
Recording  Secretaries : 


Myrtle  Kinsey, 
David  Kinsey, 
Kimmel  Kinsey, 


1923  -  1925 
1926  -  1927 
1928  -  1832 


W.  Wilson  Kinsey 


W.  Wilson  Kinsey, 
Wade  H.  Kinsey,  Jr., 
Dorla  Kinsey  Morgan, 
Margaret  K.  Bates, 


1933  -  1949 
1950  -  1951 
1952  -  1954 
1955  - 
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Treasurers 


1923  -  1947 


Corresponding  Secretaries 

(Office  created  in  1948) 

Jeanne  Kinsey  Boyd, 

Wade  H.  Kinsey,  Jr., 


H.  Kinsey 
1948  - 


1948  -  1954 
1955  - 
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CHAPTER  VII. 

“It  Aint  Like  It  Used  To  Be”  Or  Then  and  Now 


Time  passes,  and  with  it  comes  changes.  “It  aint  like  it 
used  to  be”  to  which  some  person  and  paper  replied;  “It 
never  was.”  The  “good  old  days”  is  often  heard  When 
were  those  “good  old  days”?  In  what  century,  and  in  what 
land  or  nation  were  they?  The  “good  old  days,”  —  were  they 
in  the  home?  or  state?  or  Church?  Or  all  three  areas  of  life? 
Space  in  this  History  forbids  an  elaboration  on  the  domestic, 
civil  and  religious  life  of  the  past  centuries,  as  interesting  as 
that  might  be.  The  social  conditions  and  economic  life  of  the 
Kinseys  portrayed  in  this  history  should  be  more  or  less 
enlightening.  Let  us  note  some  conditions  as  they  existed  in 
the  past  and  in  the  communities  of  our  ancestry  in  the  Eigh¬ 
teenth  to  the  Twentieth  Centuries  inclusive. 

There  was  the  Whipping  Post.  From  the  Bedford  Gazette 
of  1949  we  quote:  “From  Bedford  County’s  establishment  in 
1771  until  they  were  outlawed  in  1790,  the  pillory  and  whippinng 
post  were  familiar  objects  on  the  public  square,  and  many  a 
culprit  spent  some  confinement  in  the  old-fashioned  stocks. 

The  old  court  records  also  reveal  that  some  barbarous 
punishments  had  been  passed  down  for  local  use  from  the 
cruel  laws  in  force  on  all  English  colonies.  There  are  in- ' 
stances  where  ears  were  cut  off,  cheeks  were  burned,  and  noses 
slit. 

The  punishment  for  a  horse  thief  was  lightened  somewhat 
in  1767,  so  that  the  offender  was  to  stand  in  the  pillory  for 
one  hour  and  be  publicly  whipped  with  29  lashes. 

Nevertheless  Bedford  County  court  records  show  that  two 
horse  thieves  received  the  following  sentences.  ‘That  they 
be  taken,  tomorrow  morning,  to  the  public  whipping  post  be¬ 
tween  the  hours  of  8  and  10  o’clock,  shall  receive  29  lashes, 
to  be  well  laid  on,  on  their  bare  backs,  and  immediately  be  placed 
in  the  pillory  one  hour  and  have  their  ears  cut  off  and  nailed 
to  the  pillory,  etc’.” 

Good  old  days?  Ask  Jacob  Kinsey  and  Elizabeth  Kinsey 
who  were  21  years  old  at  this  time.  Doubtless  an  automobile 
theif  today  would  say:  “It’s  better  than  it  used  to  be.” 

Further,  as  to  Westmoreland  County  which,  however,  was 
formerly  a  part  of  Bedford  County,  had  similar  conditions  to 
that  of  Bedford,  before  and  during  the  Revolutionary  War. 
Hannastown,  a  hamlet  a  few  miles  east  of  Greensburg,  was 
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the  first  county  seat.  Here  justice  was  first  dispensed,  west 
of  the  Alleghenies,  according  to  the  civil  codes.  William  Craw¬ 
ford,  afterwards  burnt  by  the  Indians,  was  the  first  presiding 
justice,  and  Arthur  StClair  was  the  first  prothonotary. 

The  first  court  fixed  the  price  of  a  gill  of  whiskey  at  four 
pence;  toddy,  one  shilling;  West  India  rum,  six  pence;  cider, 
per  quart,  one  shilling  six  pence;  strong  beer,  per  quart,  six 
pence. 

The  jail  was  made  of  rough  unhewn  logs  Punishments 
were  jines,  whippings,  standing  in  pillory  or  stocks,  cropping 
off  ears  and  branding. 

Rape,  sodomy,  robbery,  mayhem,  arson,  burglary,  witch¬ 
craft,  and  concealing  of  a  bastard  child  were  punishable  with 
death  as  well  as  murder.  — From  Rev.  Cyrus  Cort’s  Book: 

Henry  Bouquet  and  Enoch  Brown, 
pages  88,  89. 

Death  for  rape,  robbery,  arson,  etc.  as  well  as  murder, — 
“worse  now  that  it  used  to  be?”, — ask  your  foreparents. 

There  were  the  Indian  Massacres,  executed  with  the  toma¬ 
hawk,  scalping  knife,  gun,  burnings,  etc.  An  example  or  two 
in  John  and  Jean  Frazer’s  early  married  days  and  in  their 
community.  From  Capt.  William  Trent’s  report  to  Col.  James 
Burd:  “Last  night  came  to  the  mill  of  Mr.  Wilgomoth’s,  an 
express  to  the  governor  of  Maryland,  with  an  account  of  the 
inhabitants  being  out  on  Patterson  creek  and  about  the  Fort. 
The  express  says:  ‘There  are  twenty  killed  and  taken,  and 
one  whole  family  was  burned  to  death  in  a  house.  The  Indians 
destroyed  all  before  them,  firing  houses,  barns,  stock-yards 
and  anything  that  will  burn.”  Again  from  Capt.  Trent. 
“Since  I  wrote  the  above  another  express  has  come  down  to 
get  the  militia,  he  says  two  and  forty  they  buried  on  Patterson 
creek,  within  a  few  miles  of  the  mouth — they  durst  not  venture 
further  up,  but  as  there  is  no  word  from  any  of  them,  without 
doubt  they  are  all  killed.” 

There  were  the  18  who  were  massacred  at  one  time  at 
Fort  Bedford;  the  massacres  on  Dunnings  Creek;  etc.  Life 
was  rather  uncertain  for  the  early  settlers,  and  much  of  the 
time  they  must  have  been  ill-at-ease. 

“Better  then  than  now?”  Ask  Jean  Bell  Frazer  who  spent 
13  months  in  Indian  captivity,  and  whose  husband  (Delapt), 
and  son  Benjamin  were  killed  and  scalped  in  the  Frankstown 
Massacre,  1781. 
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Space  forbids  multiplying  other  similar  instances.  No, 
It  aint  like  it  used  to  be,”  thank  God.  There  are  many  other 
things  which  might  be  mentioned,  such  as  imprisonments  for 
debts;  witchcraft;  (and  by  the  church);  in  home  life,  it  was 
heating  by  the  fireplace;  travel  by  oxcart;  manufacturing  by 
hand;  etc.  There  were  some  peculiar  laws  as  we  think  of 
them  now.  An  example  of  one  such  law  and  which  is  still  on 
the  books  in  the  state  of  Maryland:  It  is  against  the  law  for 
a  wife  to  search  her  husband’s  pockets  while  he  is  sleeping. 
What  the  “teeth”  is  in  that  law  we  cannot  now  say.  (The 
writer  left  the  state  of  Maryland  some  years  ago  but  not  for 
that  reason.) 

Then  it  was  hardships  of  many  kinds.  There  were  fears; 
inconveniences;  sufferings;  sacrifices;  things  barbarous. 
Now  it  is  home  comforts  of  every  kind;  modern  travel  in  cars 
heated,  and  electrically  lighted,  and  the  whole  world  present 
by  radio,  riding  on  rubber,  and  enclosed  by  glass,  and  75  miles 
per  hour  with  reasonable  safety  (all  practically  without  com¬ 
parison  to  ox-cart  travel).  Now  it  is  the  modernized  home, 
travel,  farming,  surgery.  These  things,  despite  the  evil 
in  the  world  today,  it  is  better  than  it  used  to  be,  just  open 
the  history  and  prove  the  point.  The  writer  is  an  optimist, 
not  a  pessimist;  not  an  alarmist,  defeatist,  or  fatalist.  The 
good  in  the  world  and  from  God  will  triumph;  the  devil  is 
under  sentence  and  doom  awaits  him;  right  will  eventually 
win;  God  is  stronger  than  the  devil,  and  the  devil  will  never 
have  the  laugh  on  God.  God’s  work  is  constructive;  the  Devil’s, 
destructive.  Constructive  work  takes  longer  than  destructive 
work.  A  whole  year  to  build  a  church;  (constructive)  ;  an 
hour  to  lay  it  in  ashes  (destructive)  .  So  is  the  Devil’s  work 
as  compared  with  God’s. 

Let  us  take  heart,  praise  God  and  be  most  thankful. 

“It  aint  like  it  used  to  be.”  I  prefer  NOW  to  THEN. 
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The  following  pictures  show  how  we  got  our  yarn  and 
stockings  “then”  as  compared  with  “now”  (This  spinning 
wheel  and  reel  were  made  by  the  writer’s  grandfather  for  his 
father  and  mother.) 


Spinning  Wheel  Reel 
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“American  Door-Key 
Tooth  Extractor” 


Grain  Flail:  Handle,  and  Swiple 


Forceps 


The  above  antiques  are  slated  for  the  Kinsey  Museum. 

The  Flail  (handle  and  swiple),  methods  of  threshing  out 
the  grain  in  the  days  that  used  to  be  as  compared  with  modern 
methods,  the  Combine  for  example.  The  writer  had  plenty 


of  experience  in  flailing  out  grain,  —  for  Ryestraw  to  tie-up 
corn  shocks,  for  seed  grain,  and  oats  for  horse  feed.  Usually 
flailing  by  twos,  but  occasionally  by  threes. 

Extracting  teeth  today  “ain’t”  like  it  used  to  be  either. 
The  accompanying  picture  gives  some  idea  how  it  was  done 
in  the  days  of  our  fore-parents.  The  tooth  was  usually  broken 
off,  and  side  of  jaw-bone  slivered  away,  exposed  nerves,  all 
without  an  anesthetic  or  deadener. 

The  successor  to  the  “American  Door-Key  Tooth  Extrac¬ 
tor”  was  the  Forceps.  See  accompanying  illustration  below. 
The  Forceps,  as  of  the  illustration,  were  used  by  the  writer’s 
grand-father,  and  also  his  father,  and  experienced  their  use 
as  about  all  the  brothers  and  sisters,  and  all  the  community, 
near  and  quite  far  sometimes.  These  Forceps  were  quite  a 
bit  more  on  the  modern  order  as  the  picture  shows.  They 
are  six  and  one-quarter  inches  long;  weighing  four  ounces, 
and  have  the  following  lettering  stamped  or  etched  on  the 
under  side:  V-W  BRINKERHOOF  N-Y  These  forceps  are 
at  present  in  the  possession  of  the  writer’s  brother,  Joseph 
Kinsey.  The  two  pairs  of  Tooth  Extractors  should  be  en¬ 
cased  beneath  glass,  and  placed  into  the  Kinsey  or  Community 
Museum.  They  would  constitute  a  chapter,  in  themselves,  on 
Dentistry  and  aching  and  decaying  teeth  back  in  “The  Good 
Old  Days  (?)  ”  For  a  fuller  description  of  tooth-extraction 
among  the  Kinseys,  see  the  First  Kinsey  History,  printed  in 
1934. 

Now  it  is  painless,  or  done  while  asleep.  “Good  old  days!” 
When?  We  prefer  NOW  to  THEN.  The  writer  speaks  from 
experience.  He  had  experiences  with  the  Spinning  Wheel, 
Reel,  Grain  Flail,  and  Tooth  Extraction  with  Forceps  a  bit 
less  ancient  than  the  American  Door  Key  instrument.  Scores 
of  other  articles  and  methods  might  be  mentioned  showing 
that  it  “ain’t  like  it  used  to  be,”  and  it  never  was. 
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CHAPTER  VIII. 

Frarik  B.  Kinsey  -  -  -  In  Memoriam  -  -  -  And  More 
About  The  Great-Great  Grandmother  of 
Peter  Kinsey’s  Descendants 

Mr.  Frank  B.  Kinsey  was  given  pre-mortem  honor  in  the 
first  Kinsey  History.  He  was  cited  for  his  success  in  busi¬ 
ness,  finance,  and  religion;  and  was  presented  as  one  of  the 
km  worthy  of  emulation  by  posterity.  Now,  in  this  volume 
post-mortem  honors  are  in  order.  He  departed  this  life  Sun- 
day,  Jan.  9,  1938.  He  was  in  the  Father’s  House  when  his 
summons  came,  at  the  close  of  teaching  his  Sunday  School 
Class;  an  attack  which  rendered  him  unconscious,  and  save 
for  a  bit  of  rally  in  the  meantime,  he  passed  away  at  5:10  p.  m. 
He  was  deeply  interested  in  religion  and  was  a  faithful 
churchman  unto  the  end,  which  came  rather  prematurely,  be¬ 
ing  but  sixty-three  years  of  age.  However,  he  lived  more  in 
those  years  than  most  others  who  reach  four  score  years. 

A  man  of  God  was  he, 

A  kindly  man,  and  true. 

But  being  dead  he  speaks 
To  all, — to  me,  to  you. 

Post-mortem  praise  to  him — 

A  lustrous  clansman  he; 

To  live,  and  serve,  and  die 
Like  Christ  of  Galilee. 

May  too  we  find  the  clue 
He  had  to  reach  his  goal, 

And  live  the  stainless  life 
As  one  in  Christ  made  whole. 

His  God,  his  Christ,  his  Book 
For  him  was  daily  meat. 

That  hunger  too  I  crave 
To  live  my  life  replete. 

— Wm.  K. 

Mrs.  Myrtle  Kinsey  Bills  whom  I  am  pleased  to  term  the 
poet  laureate  of  the  Kinsey  Clan  wrote  the  following  of  him: 
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TRIBUTE  TO  FRANK  B.  KINSEY 


He  was  with  us  last  Reunion  Day — 

Cousin  Frank,  of  fam’d  Johnstown,  P-a. 

And,  there  is  not  one  who  doesn’t  miss 
His  pleasant  countenance  of  bliss. 

Who  could  his  sudden  death  foretell? — 

Not  even  those  who  loved  him  well. 

But  then,  the  Master  knew  what’s  best, 

So  He  called  him  to  his  rest. 

Frank  led  a  Christian  life,  sincere;, 

Laid  treasures  up  in  heav’n’s  sphere. 

He  knew  it  dividends  would  pay 
When  once  he  left  his  house  of  clay. 

Perhaps  God  needs  him  in  in  the  sky 
To  fill  some  mission  there  ‘on  high’. 

We  think  He’ll  find  Frank  wanting  not; 

He  has  fulfilled  his  given  lot. 

And,  though  we’ve  lost  this  precious  one, 

We’ll  not  forget  the  good  he’s  done. 

For  he,  his  life,  in  service  lent, 

And  did  good  deeds  where’er  he  went. 

Full  of  humor,  he,  and  clean  with  jokes, 

He  could  delight  his  ’loved  kinfolks 
When  he  came  to  mingle  with,  and  praise 
His  kith  and  kin  on  glad  Reunion  Days. 

■ — Myrtle  Kinsey  Bills 


This  Reunion  (1937)  was  his 
retirement  from  the  office  of  the 
presidency  of  the  Clan,  He  knew  how 
and  when  to  make  himself  dispensible. 
And,  by  the  way,  this  picture  of 
Frank  B.  Kinsey  was  the  last  picture 
of  him  ever  to  be  taken,  according  to 
the  statement  of  his  widow,  Oct.  30, 
1939 ;  taken  by  the  writer,  at  the  1937 
Kinsey  Reunion,  Waterford,  Pa. 

It  is  fitting  and  appropriate  to 
include  here  a  bit  of  biography  of 
Cousin  Frank  as  was  given  in  The 
Johnstown  Daily  Democrat,  March  22, 
1916,  under  the  following  caption: 
“Men  Who  Are  Making  Johnstown, 
and  the  accompanying  Cartoon: 


MEN  WHO  ARE  MAKING  JOHNSTOWN 


Frank  B.  Kinzey  is  a  Bedford  county  boy  who  has  made 
good  in  Johnstown.  He  was  born  in  Napier  townnship,  Bed¬ 
ford  county,  in  1875.  He  started  out  for  himself  as  a  farm 
hand  and  stuck  to  the  plough  for  five  years.  It  was  in  1896 
that  he  came  to  Johnstown,  being  employed  by  R.  R.  Thomas 
soon  afterward.  In  1904  the  Thomas-Kinsey  Lumber  company 
was  incorporated.  Mr.  Kinzey  being  the  secretary-treasurer  of 
that  concern  until  1911.  Since  that  time  he  has  been  president 
of  the  firm,  which  at  the  present  time  is  building  a  new  plant 
to  take  care  of  its  growing  business.  Mr.  Kinzey  is  a  director 
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of  the  Johnstown  Trust  company.  He  is  also  a  member  of  the 
local  Sons  of  Veterans  organization.  Mr.  Kinzey  resides  at  405 
Pine  street,  his  business  address  being  548  Horner  strett. 

— The  Daily  Democrat,  Johnstown,  Pa. 

His  success  as  a  business  man  won  him  a  place  among  the 
Who’s  Who  of  Business  Men  who  were  the  Makers  of  Johnstown, 
Pa. 

More  about  the  Great-Great  Grandmother  of  This 

Famed  Descendant 

The  descendants  of  Peter  Kinsey  and  Jane  (Jean)  Frazer 
Kinsey  are  many, — descending  from  the  four  sons:  Benjamin 
F.,  John  Boyd,  Deywalt,  and  Peter  Kinsey.  Frank  B.  Kinsey 
is  the  son  of  Benjamin  F.  Kinsey.  In  the  first  History  we  nar¬ 
rated  some  very  interesting  facts  of  the  lustrious  grandmother, 


Jane - Frazer  Delapt 
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and  her  son  William  Frazer  who  were  the  great-great  grand¬ 
mother;  and  the  great  grandfather  of  Frank  B.  Kinsey. 

Jean  Bell-McClain-Frazer-Delapt  (later  Dunlapt)  was  a 
Virginia  girl,  born  in  or  around  Winchester,  1735.  In  1754 
Jean  Bell  first  married  a  British  army  officer  named  McLain 
who  died  shortly  after  their  marriage.  Next  the  attractive 
young  widow  McClain  met  and  married  John  Frazer.  Likely 
this  was  in  the  vicinity  of  Winchester,  Va.,  and  in  1754,  orl755 
the  couple  soon  thereafter  located  near  Fort  Cumberland,  in  Old 


Home  of  John  and  Jean  Frazer,  on  Oldtown  Road,  east  of 
Cumberland,  Md.,  where  John  and  Jean  located  and  were  build¬ 
ing  when  Jean  was  captured  by  the  Indians;  and  to  which  she 
escaped  after  thirteen  months  with  the  Indians. 


Town,  or  Oldtown,  Md.,  now  on  Route  51.  Soon  after  their 
return  from  the  fatal  campaign  of  General  Braddock  they 
purchased  a  farm  on  Patterson  Run  (Creek),  Virginia,  five 
or  six  miles  east  of  Cumberland.  (West  Va.  was  a  part  of 
Virginia  at  that  time.)  And  it  was  at  this  time  (1755)  that 
Jean  Bell  Frazer  was  captured  by  the  Indians,  when  on  way 
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Picture  of  Marker,  erected  by  the  State  Roads  Commission, 
identifying  the  location  and  house,  and  bears  the  following: 
“Janne  Frazer  wife  of  Lieut.  John  Frazer  was  captured  by  the 
Inndians  near  this  Spot  in  October  1755  And  taken  to  the 
Miami  River.  She  escaped  after  eighteen  months  and  made  her 
way  back  to  her  home.” 

(■ According  to  army  Records  her  captivity  teas  thirteen 
Months.) 


to  Cumberland,  on  horseback  and  accompanied  by  a  hired  man, 
to  purchase  some  hardware  for  the  house  John  Frazer  was 
building.  The  Indians  from  ambush  shot  and  killed  the  hired 
servant,  and  the  horse.  Mrs.  Frazer  fainted,  was  taken  captive 
and  carried  away  to  the  Ohio  country,  Oct.  7,  1755;  and  escaped 
about  Nov.  30,  1756.  This  was  a  period  of  about  thirteen 
months,  according  to  extracts  from  letters,  to  wit:  Col.  John 
Armstrong  to  Governor  Denny,  Nov.  30,  1756,  “We  have  two 
men  and  one  woman  (the  wife  of  John  Frazer)  who  have  made 
their  escape  to  Fort  Cumberland  from  Fort  Duquesne.”  (3  Pa. 
Ar.  79).  Also,  Adam  Stephen  to  Col.  Armstrong,  Dec.  14, 
1756,  “By  a  woman  who  belongs  to  John  Frazer,  and  has  now, 
after  being  a  prisoner  with  Shingas,  etc.,  thirteen  months,  made 
her  escape  from  Muskingam.”  (3  Pa.  Ar.  82.) 
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Just  how  A.  E.  Schell,  in  the  Bedford  Gazette  Sept.  21, 
1906,  states  that  “after  a  number  of  years  of  captivity,  etc.”; 
and  “for  several  long  years  Mrs.  Jean  Frazer  was  held  a  cap¬ 
tive,  etc.”  (Also  years  rolled  around  in  weary  suspense,  etc.”) 
when  it  was  but  “thirteen  months”  we  don’t  quite  understand, 
especially  when  he  had  access  to  William  P.  Schell’s  write  up 
as  cf  the  Aug.  9,  1898  Bedford  Gazette,  and  as  based  on  3 
Pa.  Ar.  79,  and  82  records.  W.  P.  Schell’s  account  we  hold  as 
the  more  reliable. 

Mis.  Jean  hiazei  s  first  child  was  born  shortly  after  being 
in  captivity,  and  died  shortly, — all  taking  place  in  two  or 
thiee  months.  The  story  of  Jean’s  escape  is  most  interesting. 
Here  again  we  quote  from  Mr.  A.  E.  Schell:  “She  made  her 


escape,  planning  it  by  strategy  and  will  power  and  hiding  away 
a  meger  supply  of  food  for  her  journey  through  the  wilderness 
to  reach  her  destination.  But  to  her  perplexity  a  little  favor¬ 
ite  dog  took  up  her  trail  and  followed  her  to  where  she  crawled 
into  a  hollow  log,  weary,  foot-sore,  and  exhausted  for  rest  from 
the  long  journey  through  the  wilderness.  In  her  extremity 
and  to  avoid  detection  by  the  pursuit  of  the  Indians  on  her 
trail  she  was  obliged  to  kill  the  little  dog  to  keep  from  bark¬ 
ing  and  revealing  her  hiding  place.  -  -  -  Despondent,  she  longed 
for  her  friends  and  civilization ;  the  opportunity  came  and  she 

fled  for  her  freedom. - all  hope  gone,  John  Frazer  accepted 

the  hand  of  another  woman  with  a  solemn  vow  between  the 
contracting  parties  that  if  the  first  wife  returned  his  second 
wife  would,  surrender  her  claims  peacefully  and  without 
murmur.”  After  thirteen  months,  “Jean  Frazer  returned  to 
her  husband  and  friends.  To  conciliate  his  second  wife  and 
all  parties  concerned  Mr.  Frazer  erected  a  cabin  on  his  property 
for  her,  where  she  lived  until  the  end  came  the  following  year.” 

The  story  as  handed  down  to  Frank  B.  Kinsey  by  his  an¬ 
cestors  is  the  same  as  that  given  by  Mr.  A.  E.  Schell  except 
for  a  single  exception,  namely,  that  Mrs.  Jean  Frazer  hid  in 
a  brushpile  instead  of  a  hollow  log.  This  exception  of  course 
is  of  no  consequence.  The  facts  are  the  same.  Indeed,  “a  new 
and  original  version  of  Enoch  Arden  in  female  form.” 

On  Jean’s  arrival  home,  “As  John  came  out  with  Bell,  his 
wife, 


Bell  clasped  Jean’s  hand  and  kissed  her  cheek. 
“I  have  a  home,  and  this  is  yours, 

This  little  cabin  by  the  creek 
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For  Bell  had  patience  infinite. 

She  never  felt  John  was  her  own. 

To  leave  them  now  was  only  right, 

And  soon  the  two  were  quite  alone. 

John  and  Jean,  in  calm  content, 

Built  once  again;  then  raised  a  brood 
In  simple  faith.  These,  when  they  went 
Out  in  the  world,  they  felt  were  good, 

That  as  they  followed,  each  his  bent, 

They  all  could  earn  their  daily  food. 

Jean  often  said  in  later  years. 

“In  troubled  times,  at  home,  abroad. 

The  Lord  was  with  me  in  my  fears. 

I  felt  His  presence,  staff  and  rod. 

I  was  upheld  when  worn  with  tears. 

My  troubles  brought  me  nearer  God. 

And  now  I’m  weary  with  life’s  strife. 

I’ve  felt  the  sorrows  and  the  care 
That  comes  to  every  mother — wife — , 

That’s  given  me  my  silvered  hair. 

But  I  have  learned  in  my  long  life, 

There  is  a  God,  Who  answers  prayer.” 

— From  Heroic  Pioneers 
By  Annie  Ellis  Campdon. 

Though  Jean  Frazer  experienced  the  death  of  a  child;  and 
the  death  of  three  husbands;  and  the  death  of  a  son,  killed  and 
scalped  in  an  Indian  Massacre;  and  an  Indian  captivity;  and 
the  settling  up  of  an  estate  to  satisfy  debts  and  to  educate 
the  children,  and  which  did  not  pay  out;  and  the  trials  and 
fears  and  hardships  of  an  early  and  frontier  life,  one  wonders 
if  her  evil  days  did  not  exceed  her  good  days.  But  somehow 
we  are  inclined  to  believe  that  in  the  fourscore  years  allotted 
her  by  a  loving  Father  that  she  had  more  sunshine  than  shadow, 
more  healthy  and  well  days  than  sick  ones,  more  laughter  than 
weeping,  and  that  truely  in  her  long  life,  there  was  a  God  who 
answered  prayer. 

The  writer  has  in  his  possession  the  original  papers,  one 
dated  in  1778,  in  which  Jean  Delapt  and  husband  Richard 
Delapt  petition  the  Court  to  sell  lands  in  order  to  satisfy  debts 
and  educate  the  children.  This  petition  bears  the  signature 
of  Richard  Delapt,  and  Jean  Delapt  in  their  own  handwriting. 
John  Frazer  owned  around  some  four  thousand  or  more  acres. 
Some  tracts  of  land  were  not  sold  because  there  were  no  bidders 
for  them. 
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A  second  original  paper,  dated  May  19,  1779,  recorded  in 
the  Orphans  Court,  Bedford,  and  again  bears  the  signature  of 
the  Delapts  in  their  own  handwriting.  (See  the  cut  of  their 
signatures  herewith).  These  Original  papers  are  about 
as  old  as  the  Declaration  of  Independence.  They  will  find  their 
repose  in  the  Kinsey  Museum. 


FACSIMILES  OF  SIGNATURES 


SUMMARY  OF  DATES  AND  EVENTS  IN  THE  LIFE  OF 
JEAN  BELL  McCLAIN — FRAZER — DELAPT 

1735  Jean  Bell  born  in  or  near  Winchester,  Va. 

1754—  Married  a  Mr.  McClain  (McLean),  a  British  Officer 
who  shortly  thereafter  died.  No  children. 

1755—  Married  John  Frazer,  and  located  at  Old  Town,  Md., 
some  live  or  six  miles  east  of  Fort  Cumberland. 

— She  and  husband  accompanied  Gen.  Braddock  in  his  ill- 
fated  campaign. 

—Jean  and  husband  bought  farm  on  Patterson  Run,  Va., 
four  or  five  miles  east  of  Fort  Cumberland. 

Captured  by  the  Indians,  carried  away  to  the  Ohio  coun¬ 
try,  on  Oct.  7th.  (First  child  born  in  captivity.) 

1756 —  Escapes  and  returns  to  freedom,  to  Patterson  Run 
Nov.  30,  1756. 

Is  reunited  to  husband  who  finally  despaired  of  any  re¬ 
turn  and  marries  again.  (Second  marriage  annuled  as 
per  understanding,  and  with  provision.) 

1758 — Two  children:  Margaret  and  James,  were  born  before 
Aug.  1758. 
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— Relocated  in  Raystown  (Bedford),  Pa. 

1759 — Son  William  Frazer,  third  child  (living)  born — reputed 
to  be  the  first  white  child  born  in  Bedford  County. 

— Home  -  maker  and  Inn  Keeper’s  wife. 

1773 —  Is  widdowed,  with  eight  children. 

1774 —  Administratrix  of  husband’s  estate,  together  with  Gen. 
Arthur  StClair  of  Ligonier. 

1775 —  Married  Richard  Delapt,  Capt.  of  Militia  Bedford  Co. 
(14  Pa.  A.  — 2  Series  644).  Residing  in  Bedford. 

1776 —  Daughter  Agnes  born,  Mar.  9th. 

1781 — Widdowed  the  third  time, — husband  and  son  Benjamin 
killed  and  scalped  in  the  Indian  Massacre  in  the  Franks- 
town  area  (now  in  Blair  Co.) 

1790 — Jean  and  daughter  Agnes  purchase  lot  No.  6  on  south¬ 
east  corner  of  public  square  in  Bedford. 

1796 — Applies  for  a  pension — husband  killed  at  Frankstown, 
1781. 

1815 — Died  on  the  Williams  farm  (son-in-law’s)  near  Schells- 
burg,  Bedford  Co.,  Pa.,  Apr.  14,  1815.  Eighty  years  of 
age.  Interred  in  Bedford  Cemetery. 

*So  we  observe  that  her  married  years  consisted  of 
about  three  months;  her  second,  eighteen  years  to  John 
Frazer  (1755-1773),  and  her  third  marriage  six  years, 
to  Richard  Delapt  (1775-1781),  or  a  total  of  23  years 
(not  counting  the  13  months  in  Indian  captivity.) 
Twenty-three  years  of  married  life  is  short;  and  a  widow 
the  third  time  at  46  years  of  age  is  early  in  life,  and  to 
be  a  widow  finally  until  80  years  or  34  years  is  quite 
a  long  time. 


William  Frazer,  First  White  Male  Child 
Born  In  Bedford  Co, 

William  Frazer,  born  to  John  and  Jean  Frazer,  1759,  in 
Bedford  (Raystown),  in  their  cabin  located  where  the  Gray- 
stone  Hotel  stands,  and  reputed  to  be  the  first  white  child  to 
be  born  in  Bedford  Co.  He  is  the  great  grandfather  of  Frank 
B.  Kinsey,  on  his  grantmother’s  side,  Jane  Frazer  Kinsey, 
wife  of  Peter  Kinsey  (1811-1888)  (It  was  in  this  same  year, 
1759,  that  Gen.  Stanwix  changed  the  name  of  Raystown  to 
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Fort  Bedford  in  honor  of  the  Duke  of  Bedford  of  Bedfordshire, 
England.) 

He  married  Jane  Lafferty,  and  the  following  children 
were  born  to  them:  John  Frazer;  James  Frazer;  William 
Frazer;  Montgomery  Frazer;  Thomas  Frazer;  Benjamin  J. 
Frazer;  Margaret  Frazer;  Jane  Frazer;  and  Catherine  Frazer. 

William  Frazer  seems  first  to  have  located  on  a  tract  of 
land  in  Bedford  township;  and  later,  in  Napier  township;  and 
lastly,  in  Harrison  township,  along  the  northern  slope  of  Dry 
ftidge,  on  a  farm  later  known  as  the  “Herline”  property.  He 
became  resident  in  Napier  township  by  taking  up  land  ad¬ 
jacent  to  the  south  side  of  Jacob  Kinsey  Improvements,  and 
known  as  the  William  Frazer  Improvements — settled  about 
1820.  The  Draft  Book,  Land  Office,  Dept.  Internal  Affairs, 
Harrisburg,  Pa.  shows  these  facts.  (A  copy  of  the  Jacob 
Kinsey  Improvements  and  adjacent  tracts  is  shown  on  page 
31  of  the  first  Kinsey  History. 

Mr.  Frazer  was  at  this  time  (1820)  sixty-one  years  old. 
The  remaining  twenty-four  years  of  his  life  were  spent  on  this 
farm,  and  on  the  “Herline”  property.  Relocating  to  the  “Her¬ 
line”  property  was  likely  due  to  the  fact  that  he  wished  to  be 
near  his  half-sister,  Agnes  Delapt  Williams,  and  his  mother, 
Jean  Delapt  who  was  then  living  with  her  daughter.  The 
“Herline”  property  was  adjacent,  or  nearly  so,  to  the  John 
Williams  property.  (If  the  writer  is  not  mistaken  the  Williams 
property  is  now,  1955,  occupied  by  “Turner  Bros.  Turkey  Farm” 
at  Shawnee.) 

Doubtless  it  was  when  William  Frazer  and  his  family  be¬ 
came  neighbors  of  Jacob  Kinsey  that  Peter  Kinsey,  his  son, 
became  interested  in  Miss  Jane  (Jean)  Frazer,  and  conse¬ 
quently  teamed  up  for  life,  about  1829.  Their  first  child, 
Benjamin  F.  Kinsey,  was  born  Nov.  7,  1830;  and  is  the  fatehr 
of  Frank  B.  Kinsey. 

A  study  of  William  Frazer’s  features  indicates  that  he 
was  a  rugged  and  sturdy  man,  having  a  physique  with  great 
strength  and  endurance,  still  active  to  the  end  of  his  life.  In 

1843,  then  eighty-four  years  old,  he  frequently  walked  from 
his  home  to  Bedford  and  back,  a  distance  of  eighteen  miles. 

Mr.  Frazer  came  to  the  end  of  his  earthly  pilgrimage  in 

1844,  at  the  age  of  eighty-five  years.  This  was  four  years 
before  his  half-sister  Agnes  passed  away.  His  interrment  and 
burial  grounds  are  described  under  the  next  heading. 
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WILLIAM  FRAZER’S  MEMORIAL  MARKER 


During  Pennsylvania  Week,  Oct.  18,  1950,  Bedford  County 
redeemed  itself  from  a  neglected  honor  due  the  burial  place 
of  the  first  white  male  child  to  be  born  in  Bedford  County, 
namely,  the  resting  place  of  the  remains  of  William  Frazer, 
1759-1844,  one  hundred  six  years  after  his  decease. 

The  Faculty  and  the  Students  of  the  Schellsburg-Napier 
High  School  took  it  upon  themselves  to  erect  a  Memorial-Marker 
to  its  native  son.  Though  belated,  it  was  to  the  credit  of  the 
school,  and  to  the  joy  of  all  citizens  that  the  project  was 
brought  to  fruition;  and  that  a  new  Bedford  County  Shrine 
was  born.  The  Marker  is  located  about  three  miles  south  of 
Schelleburg,  along  Route  31,  about  a  short  mile  off  and  west 
of  Route  96.  The  dedication  ceremonies  were  appropriately  a 
part  of  “Pennsylvania  Week.” 


Memorial  Marker  and  detail,  erected  on  the  grave  of  Wil¬ 
liam  Frazer.  The  wording  on  the  monument  reads:  “William 
Frazer,  1759  -  1844.  Erected  by  Schellsburg  -  Napier  High 
School  1950.” 
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The  writer  was  invited  to  participate  in  the  dedication 
and  unveiling  ceremonies  because  of  his  historical  accounts  of 
the  strain  of  Kinseys  headed  by  Jean  Frazer  Kinsey  who  was 
a  daughter  of  William  Frazer,  and  the  wife  of  Peter  Kinsey 
(1811-1888).  The  writer  delivered  a  few  dedicatory  remarks 
immediately  following  the  Address  for  the  occasion,  and  sup¬ 
plementing  the  history  of  William  Frazer,  spoke  extempor¬ 
aneously  as  follows:  “A  memorial  is  a  teaching  technique, 
to  arouse  curiosity,  and  to  occasion  questions  on  the  part  of 
youngsters.  This  fact  is  revealed  in  the  Scripture  as,  “What 
mean  ye  by  these  stones?”  It  then  became  the  duty  of  parents 
and  teachers  to  tell  the  story  of  the  worthy  incident  not  to  be 
forgotten.  Hence,  a  memorial  is:  some  thing  to  keep  some 
other  thing  or  person  from  being  forgotten.  Christ,  our 
Savior,  used  the  same  teaching  technique  when  He  used  the 
Bread  and  the  Cup  in  instituting  the  Eucharist.  His  sufferings 
and  death  must  not  be  forgotten.  The  Bread  and  the  Cup  are 
Memorials.  Again,  the  Lincoln  Highway  is  a  memorial,  and 
thereby  Lincoln  is  kept  in  memory  by  this  another  memorial 
to  him. 

This  Memorial-Marker  to  William  Frazer  becomes  a  County 
Shrine,  a  new  Shrine  for  Bedford  County;  and  it  will  become 
us  to  make  our  pilgrimages  here  from  time  to  time  as  a  matter 
of  respect  and  honor  to  a  native  countian  of  pioneer  and  fron¬ 
tier  life.  Hence,  in  recognition  of  this  newly  begotten  shrine; 
and  in  confession  of  fault  of  a  long  neglected  act;  and  in  recog¬ 
nition  of  the  hardships  of  a  pioneer  life;  and  in  recognition 
of  the  contrasted,  present  blessings  of  a  tranquil  life  and  liber¬ 
ties  we  now  enjoy,  we  do,  here  and  now,  unveil  and  dedicate 
this  Memorial-Marker  on  the  grave,  and  to  the  memory  of 
WilliamFrazer,  reputed  and  claimed  to  be  the  first  white,  male 
child  to  be  born  in  Bedford  County.” 

The  shielding  cover  was  then  removed  by  Miss  Margaret 
Frazer  of  Cumberland,  Md.,  and  the  oldest  living  descendant 
of  the  pioneer  settler. 

(Remark:  Frank  B.  Kinsey  and  the  writer  located  the 
graves  of  William  Frazer,  his  wife  and  four  children,  and  a 
Mr.  Bungard  Haystetter  on  the  old  Herline  farm  now  owned 
by  Mr.  Wilson  Diehl,  on  Sept.  19,  1937,  on  the  state  road 
No.  31,  one  mile  west  of  the  Egolf  covered  bridge,  on  the  right 
hand  side  of  the  road  going  west.  The  graves  of  William 
Frazer  and  wife  were  identified  by  a  white  oak  tree  and  a 
locust  tree  which  grew  up  between  their  graves,  and  also  by 
one  remaining  headstone  about  four  feet  west  of  the  white  oak 
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tree.  The  stone  still  protruded  about  four  inches  above  the 
ground. 


The  names  and  the  location  of  the  cemetery  and  graves 
of  the  above  were  verified  by  Mrs.  Martin  Dull  nee  Herline. 
Mrs.  Dull  whose  age  was  past  eighty-nine  years  was  born  and 
raised  on  the  farm  commonly  known  as  the  Herline  farm  con¬ 
taining  the  cemetery. 

We  were  informed  by  Mrs.  Espy  Potts  of  Schellsburg,  Pa., 
who  was  a  daughter  of  Mrs.  Dull,  and  who  said,  “I  played  in 
the  cemetery  many  a  time.”) 
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In  conclusion,  doubtless,  it  will  be  generally  agreed  that 
the  story  of  Jean  Bell  McClain-Frazer-Delapt,  and  her  son, 
William  Frazer  and  his  descendants  is  most  interesting.  Es¬ 
pecially  to  the  blood  descendants.  (This  is  not  a  story  of  all 
of  the  lustrious  Jean’s  descendants.)  Others  as  Ruby  Frazier 
Frey’s  “Red  Morning”;  and  Hervey  Allen’s  “Bedford  Village” 
“The  Forest  And  The  Fort  Toward  the  Morning”  are  more 
general  and  less  circumscribed,  and  more  on  the  fictitious  and 
novel  order.  The  writer  has  endeavored  to  confine  himself  to 
historical  facts  in  the  biographies  as  of  the  above. 
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CHAPTER  IX. 


Kinsey  Challenges 

The  Museum 

A  Museum  to  preserve  the  Antiques  and  Heirlooms  of  the 
Kinseys  and  their  ancestors  in  particular  was  set  forth  as  a 
worthy  and  challenging  project  in  our  first  Kinsey  History. 
It  has  struck  fire  and  taken  root  in  the  Descendants.  As  yet 
not  materialized,  but  seems  “happy  on  the  way.”  There  are 
some  rather  difficult  problems  connected  with  such  a  project, 
such  as  location,  administration,  financing,  housing,  communal, 
etc.  Problems  which  seemed  mountainous  at  first,  but  by  now 
seem  to  be  in  the  process  of  leveling  off,  and  as  possible.  A 
loyal  and  devoted  community  spirit  and  an  ancestral  pride  can 
do  wonders.  The  educational  institution  that  a  Museum  is, 
and  the  spirit  it  engenders  also  is  a  potent  factor  in  its  success. 
It  is  subjective  now,  but  it  can  become  objective,  the  ideal 
can  become  real,  depending  on  the  fine  ancestral  stuff  we  are 
made  of;  and  the  interest  we  have  in  leaving  a  worthwhile 
legacy  to  our  posterity. 

The  writer  at  the  present  time  is  persuaded  that  A 
Museum  should  be  a  community  affair,  a  Museum  Tree  with 
ancestral  roots.  No  one  at  any  time  or  age  lived  unto  him¬ 
self,  and  we  don’t  die  unto  ourselves,  says  the  Bible.  Hence 
the  family,  the  villages  and  cities,  nations.  Participation 
is  a  law  of  interest.  What  we  take  part  in  with  interest  we  think 
is  fine.  Such  a  philosophy  of  life  makes  great  undertakings 
come  to  pass.  Not  only  do  we  think  that  the  Museum  should 
be  a  community  affair;  but  also  think  that  the  town  of  Schells- 
burg  would  be  the  logical,  and  suitable  location  for  the  Museum, 
since  it  is  not  only  the  village  of  the  Kinseys,  but  also  the 
vicinity  of  so  many  other  old  line  families  of  pioneer  days  and 
frontier  life,  to  wit:  Schells,  Colvins,  Williams,  Mowrys,  Hille- 
gases,  Keysers,  Culps,  Rocks,  Bowsers,  Whitmores,  Burns, 
Taylors,  Wolfs,  VanOrmers,  Egolfs,  Horns,  etc.,  etc.,  etc.,  etc. 

We  have  knowledge  of  the  fact  that  most  of  the  posterity 
of  these  remarkable  old  line  families  have  heirlooms  and  an¬ 
tiques  in  their  possession.  Why  let  them  be  lost  or  destroyed; 
and  worse  yet,  be  collected  by  antique  dealers  and  carted  away 
from  the  community,  to  other  Museums,  or  to  antique  marts? 
There  are  many  of  us  today,  are  wondering  what  we  shall 
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do  with  our  antiques.  A  community  Museum  we  think  is  the 
answer  to  that  problem. 

A  Community  Museum  should  be  incorporated  as  a  Non- 
Profit  Corporation,  with  a  Board  of  Trustees,  and  other  offi¬ 
cials,  etc.,  administered  and  governed  by  a  set  of  By-Laws  in 
keeping  with  the  Charter  of  the  Commonwealth.  In  this  day 
of  Social  Security  custodian  and  other  caretakers  should  not 
be  a  financial  problem.  Donations  and  bequests  should  build 
up  an  endowment.  Interest  and  loyalty  should  yield  donated 
labors.  IT  CAN  BE  DONE! 

A  roster  of  Charter  Members  should  be  appealing.  An¬ 
tiques  as  of  family  collections,  or  otherwise,  should  be  donated, 
or  loaned,  or  sold  to  the  Museum.  For  the  sake  of  breadth 
and  richness  antiques  from  whatever  source  should  be  added 
to  the  collection.  It  would  be  an  added  attraction  to  Schells- 
burg  and  vicinity  as  well  as  the  Lake.  Tourists  would  be  int¬ 
erested.  It  would  be  conducive  to  community  and  village 
growth.  The  scenery  of  this  part  of  the  country  is  charm¬ 
ing.  It  is  on  a  trunkline  highway.  Schellsburg  has  a  glorious 
and  rich  historic  past,  but  we  haven’t  talked  too  much  about 
it.  Let  us  awaken  and  do  something  about  it.  A  museum  pro¬ 
ject  is  one  handle  by  which  we  can  take  hold  of  to  do  it. 

Antiques  are  not  “junk,”  any  more  than  a  page  of  history 
is  junk.  An  object  is  history  as  well  as  “words  and  sentences.” 
Our  ancestors  were  no  junk-people.  We  resent  the  word  “junk” 
as  applied  to  antiques  and  heirlooms. 

A  famous  Bible  character  anointed  the  body  of  Jesus.  It 
was  an  act  of  pre-mortem  appreciation.  Jesus  said,  “the  thing 
this  woman  did”  shall  be  her  world-wide  memorial.  What 
will  we  be  remembered  for  when  once  we  are  dead  and  gone? 
Most  of  us  would  like  to  be  remembered;  but  most  of  us  will 
soon  be  forgotten.  A  museum  collection  bearing  your  name 
or  family  name  may  be  and  can  be  your  memorial,  the  thing 
by  which  you  will  be  remembered,  this  as  well  as  a  book  or  an 
invention. 

We  have  the  objects;  the  location  is  good;  the  time  is  ripe 
and  opportune;  the  potential  is  good;  why  not? 


The  Loyalty  Pledge 

It  was  about  the  1949  Reunion  when  the  Organization 
adopted  a  Loyalty  Pledge  for  the  purpose  of  creating  a  greater 
interest  and  devotion  among  the  kin  to  the  Organization.  No 
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one  should  hesitate  to  make  such  a  commitment.  The  following 
was  submitted,  and  adopted  by  the  Organization : 


THE  JACOB  KINTZY  (KINSEY)  CORPORATION 

LOYALTY  PLEDGE 

I  hereby  pledge  to  the  best  of  my  ability  so  to 
live  and  labor  as  to  perpetuate  the  noble  ideals  of 
my  ancestry;  to  carry  out  the  objectives  of  the 
Kinsey  Corporation;  to  emulate  the  marked  manhood 
and  womanhood  of  our  forbears;  to  attend  the  Annual 
Reunions  when  possible;  to  discharge  duties,  carry 
out  responsibilities,  support  financially  and  to  co¬ 
operate  with  all,  for  honor,  nobleness,  and  virtue, 
I  do  so  pledge. 


Signed : 

Date: - 


THE  CANES 


The  Honorary  Cane 

The  Honorary  Cane  was  made  by  Rev.  Wm.  Kinsey  in 
1953.  It  was  procured  by  him  from  a  fencerow  in  Jefferson 
County,  Tenn.,  four  miles  from  Dandridge,  the  county  seat, 
while  serving  in  a  pinch-hitting  pastorate  in  the  Church  of  the 
Brethren. 

It  is  of  sassafras  wood,  formed  in  its  spiral  or  corkscrew 
shape  by  some  honey  suckle  vines  growing  around  it.  When  it 
became  thoroughly  seasoned,  the  vines  and  bark  were  removed, 
smoothed,  and  varnished. 

It  was  presented  to  the  Kinsey  Organization,  Reunion  of 
Aug.  7,  1954  by  Rev.  Kinsey  as  an  “honorary  cane.”  The 
purpose  and  use  of  “The  Honorary  Cane”  was  and  is:  On  each 
Annual  Reunion  occasion  it  shall  be  presented,  for  the  day, 
to  the  oldest  Kinsey,  man  or  woman,  present,  not  a  visitor.  The 
recipient  shall  use  it,  display  it,  make  it  the  subject  of  con¬ 
versation,  etc. 

Symbolically,  it  is  to  be  recognized  as  the  badge  of  Sen¬ 
iority,  a  badge  of  honor,  suggesting  respect  and  esteem  for 
the  aged,  especially  the  senescent  group  of  the  Clan.  Being 
straight  it  symbolizes  uprightness  of  character;  the  spiral  form 
(not  crooked)  symbolizes  mounting  up,  climbing  to  success  and 
honor,  it  suggests  beauty  and  uniqueness. 
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In  the  interim,  from  year  to  year,  or  such  time  or  times 
as  may  call  for  its  use,  the  custodian  of  the  Honorary  Cane 
shall  be  the  President  of  the  Corporation,  the  official  custodian. 

The  Giant  Or  Oversize  Cane 

• 

The  Giant  Cane  is  unique  because  of  its  size,  and  also  be¬ 
cause  of  the  freak-like  growth.  Thus  it  is  entitled  to  a  place 
in  the  Kinsey  Museum.  Thoughtlessly  the  wood  was  not  iden¬ 
tified  until  too  late.  It  may  have  been  a  mulberry,  but  this 
is  only  a  guess. 

The  cane  was  made  by  Rev.  Wm.  Kinsey  who  procured  it 
along  the  towpath  of  the  historic  Chesapeake  and  Ohio  Canal, 
a  bit  east  of  Brunswick,  Frederick  County,  Md.,  while  assisting 
in  a  surveying  job  on  a  tract  of  land  formerly  surveyed  by 
George  Washington,  and  through  which  the  old  canal  ran. 

It  may  provoke  and  stimulate  thought;  but  beyond  that, 
there  may  be  a  giant  Kinsey  born  some  day  for  whom  the 
cane  would  not  be  a  misfit  or  a  joke.  Therefore  the  cane  could 
be  loaned  him  by  the  Museum,  or  he  be  exhibited,  on  occasion, 
in  the  Museum  with  the  Cane  as  an  amunsement  stunt. 

The  Corporation  Seal 


To  make  the  woik,  activities,  and  purposes  all  the  more 
perfect  and  authoritative,  the  Organization  in  business  session 
of  1953  adopted  a  Corporation  Seal.  Seal  as  follows: 


A  seal  authenticates,  confirms,  and  ratifies.  Hence,  legal 
papers  can  be  authenticated;  identified,  confirmed;  etc. 
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Preservation  of  Messages  and  Voices 

Would  it  not  be  most  remarkable  today  to  hear  the  voice 
of  Lincoln,  or  Washington,  Shakespeare;  or  more  remarkable 
still,  to  hear  the  voice  of  Paul,  or  Moses,  or  Abraham.  Most 
remarkable  indeed  it  would  be.  The  science  of  today  makes 
that  preservation  possible  by  recording  the  sounds  of  the 
human  voice  on  plastic  records.  Would  it  not  be  interesting 
to  hear  the  voices  of  some  of  our  ancesters?  Would  we  not 
be  conferring  a  great  favor  upon  some  of  our  descendents  two 
or  three  hundred  or  more  years  from  now  by  recording  and 
preserving  some  of  the  Kinsey  voices, — in  conversation,  or 
brief  remarks,  or  song,  for  them?  They  could  be  kept  in  the 
Archives  of  the  Museum.  The  above  is  a  suggestion,  and 
those  interested  could  have  small  records  of  their  own  voices, 
or  the  voices  of  their  near  and  noble  or  honored  kin.  The 
writer  thinks  that  the  idea  is  unique,  and  timely,  and  gears 
m  with  the  scientific  progress  of  the  age. 

i 

Tribute  Paid  To  Jacob  Kinsey  And  Elizabeth  Kemp  Kinsey 

The  annual  Reunion  of  the  Jacob  Kinsey  Descendants 
Corporation  assembled,  Aug.  4,  1951,  at  Shawnee  State  Park, 
Schellsburg,  Pa.,  for  the  festal  day.  A  singular  and  unique 
feature  of  the  day  was  to  pay  a  fitting  tribute  to  Jacob  Kintzy 
(Kinsey  as  Anglicised)  and  Elizabeth  Kemp  Kinsey,  our  im¬ 
migrant  ancestors.  The  pioneer  couple  were  both  born  in  the 
same  year  (1769),  and  they  both  died  in  the  same  year  (1851), 
being  81  years  old. 

One  hundred  years  after  their  decease,  1951,  the  descend¬ 
ants  gathered,  on  their  Reunion  Day,  by  the  graveside  to 
honor  their  memory  by  placing  a  wreath  on  the  grave  site. 
Alfred  C.  Kinsey,  presiednt  of  the  Kinsey  Corporation  Inc., 
placed  the  Wreath.  The  wreath  was  one  such  as  might  have 
been  used  for  an  elderly  person  a  century  earlier.  “It  consisted 
of  a  garland  of  beautifully  arranged  artificial  laurel  leaves, 
simply  adorned  with  an  orchid  bow,  and  streamer  inscribed: 
Kinsey  Clan  1851-1951. ” 

After  brief  remarke  by  the  writer  relative  to  the  venture 
of  migrating  to  a  new  world;  the  struggles  of  a  pioneer  and 
frontier  life;  hardships  and  inconveniences;  faith  and  courage 
and  hopes;  strangers  in  a  strange  and  sparsely  settled  land; 
the  president  placed  the  symbol  of  tribute  on  the  graves,  done 
about  5:30  p.  m. 
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Alfred  C.  Kinsey  places  Wreath 
Right,  foreground,  Rev. 


on  grave  of  ancestor, 
Wm.  Kinsey 
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The  graves  of  Jacob  Kinsey  and  wife  are  about  one  hun¬ 
dred  feet  south  of  the  old  historic  church,  and  slightly  east. 
This  location  was  at  that  time  in  front  of  the  church  house, 
the  door  of  entrance  to  the  church  faced  south.  The  picture 
shows  the  rear  of  the  building  and  which  faced  front,  that  is, 
toward  the  Lincoln  highway  as  surveyed  by  Michael  Reed  in 
1815,  and  now  still  located  further  to  the  north,  by-passing  a 
new  addition  to  the  cemetery. 


Old  Church  in  Union  Cemetery,  Schellsburg,  Pa. 

Supposed  to  be  the  oldest  Church  in  Bedford  County; 

Built  in  1806,  of  logs,  and  now  restored  to  its  original  state. 

The  following  is  quoted  from  William  P.  Schell’s  account 
of  the  History  of  Schellsburg  as  given  in  the  first  Kinsey  His¬ 
tory:  “Whereas  it  has  been  agreed  by  the  inhabitants  of  Bedford 
and  St.  Clair  townships,  that  a  meeting  house  (church)  is 
necessary  to  be  builded,  by  subscriptions  of  said  inhabitants, 
the  said  house  to  be  25  x  30  feet,  two  stories  with  shingle  roof 
— the  subscriptions  to  be  paid  to  John  Schell,  Tobias  Hammer, 
George  Rock,  and  John  Mowry — The  building  is  to  be  free  to 
no  other  denominations  than  for  the  Calvanists  and  Lutherans; 
and  traveling  preachers  shall  have  the  liberty  to  preach  by 
application  to  the  elders  of  the  congregation.” 

In  this  old  church  the  writer’s  father  attended  catechetical 
classes;  and  has  the  German  catechism  booklet  used.  At  that 
time  there  was  only  the  ground  floor.  In  this  church  many  of 
the  older  Kinseys  worshipped ;  and  in  the  Cemetery  many  were 
buried,  and  still  so  today;  and  where  the  writer  plans  to  be 
interred. 
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See  the  first  History,  Chapter  X,  for  a  fuller  account  of 
the  history  of  the  Church,  especially  the  achitecture  of  the 
interior.  It  is  antique  indeed,  and  very  interesting. 

The  Centennial  celebration  in  1906  as  reported  in  the 
Gazette  of  that  year,  issue  June  29,  was  an  elaborate  affair. 
In  our  opinion  the  citizens  of  the  community  did  it  justice,  and 
rightly  so.  We  do  not  make  enough  over  church  and  religious 
affairs  and  events.  Now  then,  1956  is  the  Sesqui-centennial 


' 

.  ,  ‘  . 


The  Pulpit 
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year.  It  is  hoped  that  we  shall  be  sufficiently  interested  and 
enterprising  enough  to  celebrate,  that  at  the  end  of  the  next 
fifty  years,  our  posterity  will  rise  up  and  bless  and  praise  us. 
Primarily,  however,  we  should  celebrate  adequately  as  an 
historical  act,  and  in  honor  of  a  religious  and  Christian 
ancestry. 


i 
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CHAPTER  X 

Jacob  Kinsey  (Kintzy  And  His  Descendants 

Introductory  Remarks 

The  ancestry,  and  children  will  be  given  first;  the  historical 
account,  or  records  for  each  Kinsey,  second. 

There  are  two  numbers  appearing  before  the  names  of  the 
children.  The  first  number  indicates  the  generation;  as  for 
example:  First  Generation;  Second  Generation,  etc.  And  the 
number  in  parentheses  means  the  number  of  children  in  any 
particular  family. 

In  taking  up  any  Kinsey  and  his  immediate  descendants, 
his  Ancestry  will  be  given  first,  in  small  capital  letters,  and  with 
a  wider  margin  from  the  left  of  the  page  than  that  for  his 
Children.  To  illustrate  the  numbers:  Take  Henry  Kinsey,  for 
example,  who  comes  in  the  third,  “3,”  generation,  his  ancestors 
will  run,  2,  1;  and  his  children  (1),  (2),  (3), etc. 

This  arrangements  is  to  simplify  the  place  and  location  of 
the  ancestors,  and  the  descendants,  especially  when  there  are 
several  Kinseys  by  the  same  name. 

Different  families  of  the  same  generation,  when  the  ances¬ 
tor  changes,  are  separated  by  a  line. 

Some  of  the  biographical  sketches  are  incomplete,  and 
briefer  than  they  should  be.  This  is  because  of  the  indifference 
on  the  part  of  some  in  furnishing  the  data  as  requested. 

Descendants  such  as  Miller,  Smith,  Adams,  etc.,  families 
and  children  as  of  other  names  are  given  for  the  first  family 
name  removed. 

1.  JACOB  KINSEY,  July  12,  1769— June  26,  1851. 

2  (1)  Jacob  Kinsey,  April  9,  1795 — March  3,  1818. 

2  (2)  John  Kinsey,  — March  10,  1818. 

2  (3)  Henry  Kinsey,  June  26,  1804 — Oct.  11,  1876. 

2  (4)  William  Kinsey,  Oct.  6,  1808 — Aug.  7,  1879. 

2  (5)  Peter  Kinsey,  Feb.  16,  1811 — Feb.  7,  1888. 

2  (6)  Dewalt  Kinsey,  Dec.  22,  1814 — June  26,  1897. 

2  (7)  Benjamin  Kinsey,  Oct.  24,  1817 — April  21,  1877. 

Jacob  Kinsey,  1769 — 1851,  married  Elizabeth  Kemp  (1769 — 
1851).  In  the  year  1795,  March  20,  according  to  the  testimony 
of  James  Burns,  they  began  their  homestead  at  the  foot  of  the 
Alleghany  mountains,  on  a  439  acres,  87  perches  tract  of  land. 

Jacob  Kinsey  and  his  wife  were  both  born  in  Germany.  For 
a  fuller  account  of  their  lives,  see  Chapter  III  of  volume  I. 
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Mr.  Kinsey  was  a  farmer,  wheelright,  and  a  stone  mason. 
To  Jacob  Kinsey  and  his  wife  were  born  the  children  as  given 
above. 

( Remark :  We  notice  in  the  “Will”  of  Jacob  Kinsey 
( Kintzy )  that  he  refers  to  the  “heirs  of  my  so?i  George  Kinsey.” 
See  Chapter  VI  of  volume  I  for  further  remarks.) 


SECOND  GENERATION 


2.  JACOB  KINSEY,  April  9,  1795— March  3,  1818. 

1.  Jacob  Kinsey,  1769 — 1851. 

Never  married.  Died  of  small-pox,  1818.  Buried  in  the 
Union  Cemetery,  west  of  Schellsburg,  Bedford  Co.,  Pa. 

2.  JOHN  KINSEY,  —1818. 

1.  Jacob  Kinsey,  1769 — 1851. 

According  to  my  father’s  statement,  he  married  a  Miss 
Weisel.  Died  when  married  about  four  weeks.  No  children. 

These  two  sons  died  of  the  small-pox,  in  the  epidemic  of 
1818.  This  scourge  had  a  high  death-rate.  The  two  brothers 
died  a  week  apart,  and  were  buried  in  one  grave.  See  Chapter 
VIII  of  volume  I  for  a  fuller  account  of  the  “Small-pox 
Epidemic.” 


2.  HENRY  KINSEY,  June  26,  1804 — Oct.  11,  1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

3  (1)  Henry  Kinsey,  Dec.  29,  1832 — Feb.  19,  1896. 

3  (2)  Joseph  F.  Kinsey,  Dec.  21,  1840— April  24,  1915. 

3  (3)  William  M.  Kinsey,  May  3,  1843— July  3,  1890. 

3  (4)  Jacob  Kinsey,  June  4,  1844 — July  12,  1911. 

3  (5)  Caroline  Kinsey,  Aug.  14,  1845 — July  31,  1928. 

3  (6)  Valentine  Kinsey,  Feb.  14,  1848 — * 

3  (7)  Albert  Echart  Kinsey,  July  18,  1849— Feb.  23,  1931. 

3  (8)  Margaret  Kinsey,  Sept.  13,  1852— Nov.  24,  1930. 

3  (9)  Susan  Kinsey,  June  26,  1855 — Oct.  29,  1888. 

3  (10)  Hester  Kinsey,  Oct.  29,  1856 — April  9,  1872. 

3  (11)  Elmira  Kinsey,  Oct.  11,  I860— Sept.  14,  1920. 

3  (12)  Ealy  Kinsey,* 

On  Nov.  16,  1945  Lee  Zimmers  and  the  writer  went  to  the 
Henry  Kmzey  homestead  and  removed  the  tombstones  (Grave 
markers  —  native  field  stones)  to  the  Schellsburg  Cemetery, 
;jom  the  httle  family  plot  below  the  garden,  placing  them  on 
Henry  Kinzey’s  grave-lot.  Valentine  Kinzey’s  is  marked 
V  +  K.  ;  and  Ealy  Kmzey’s  is  marked  “E  +  K.”  The  stones 
were  taken  to  the  Cemetery  Nov.  17,  1945. 

in  Kinsey,  1804 — 1876,  married  Sophia  Hardman,  Aug. 

iu,  1849.  Went  to  housekeeping  on  seventy- five  acres  of  the 
original  Improvement.  All  of  his  children,  except  the  first,  were 
born  on  this  homestead.  He  was  a  farmer,  wheelright,  and  a 
stone  mason.  &  ’ 
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Sophia  Hardman  Kinsey 


Henry  Kinsey 


According  to  the  Family  Record  in  a  “Life  of  Christ/7 
owned  by  him  and  recorded  in  his  own  hand  writing,  he  was 
born  in  the  year  1804.  On  his  tomb  stone,  however,  an  error  is 
shown. 

Valentine  and  Ealy  were  buried  on  the  homestead. 

A  few  of  the  dates  of  the  births  of  some  of  the  children  may 
be  a  bit  incorrect,  since  the  age  of  the  paper  bearing  the  record, 
and  the  blurring  of  the  ink,  makes  some  of  the  dates  uncertain. 

Henry  Kinsey  died  October  11,  1876.  His  wife,  Sophia 
Hardman  Kinsey,  died  March  1  1900.  Children  listed  above. 


The  original  log  house  as  built  by  Henry  Kinsey, 
and  added  to  later. 

(Photo  by  George  Kinsey  Smith) 
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The  accompanying  picture  of  the  log-house  is  a  picture  of 
the  house  which  Henry  Kinsey  built  on  his  share  of  the  original 
homestead.  In  this  house  all  his  children  were  born,  that  is, 
the  writer’s  father  and  all  of  his  uncles  and  aunts.  The  house 
as  seen  in  the  cut  or  picture  is  not  the  original  exactly.  The  end 
of  the  house  to  the  left — from  the  upright  log  which  runs  right 
by  the  door  was  an  after  addition.  After  the  new  addition  was 
built  to  the  house,  grandfather  moved  his  wheelright  equipment, 
or  shop,  into  the  downstairs  room  of  his  new  addition.  The  shop 
and  the  increasing  number  of  children  demanded  larger  quar¬ 
ters. 

This  house  with  its  large  chimney  is  a  type  of  the  houses 
which  were  common  in  the  community.  The  barns  were  built  of 
logs  also,  something  after  the  accompanying  picture. 


The  original  barn  as  built  by  Henry  Kinsey.  The  barn  is  of 
log  frame  covered  with  weatherboarding.  The  barn  is  still 
standing,  and  the  only  one  of  the  original  buildings.  (Photo  by 
the  author. 

It  was  upon  the  roof  of  the  above  house  where  the  fox 
chased  the  turkey  gobbler,  and  from  a  rear  window,  was  shot. 
(See  Chapter  XI,  for  the  account,  First  History.) 

We  are  indebted  to  our  cousin,  George  Kinsey  Smith,  for 
the  picture  of  the  old  Henry  Kinsey  home.  In  fact,  he  and  his 
camera,  in  his  young  days,  has  made  possible  a  number  of  pic¬ 
tures  for  this  history.  The  contribution  is  greatly  appreciated. 

2.  WILLIAM  KINSEY,  October  6,  1808— August  7,  1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

3  (1)  Jacob  Henry  Kinsey,  June  30,  1832 — Dec.  9,  1879. 

3  (2)  William  Scott  Kinsey,  Sept.  27,  1834 — March  20, 
1888 

3  (3)  Dewalt  Kinsey,  Oct.  5,  1836 — Aug.  12,  1838. 

William  Kinsey,  1808 — 1879,  married  Margaret  Gott.  He 
was  willed  the  tract  of  land  adjoining  the  Burns’  property. 
When  his  brother  Benjamin  migrated  west,  in  1854,  he  bought 
out  his  brother.  Hence  what  was  willed  to  William  was  never 
built  upon. 
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There  is  no  picture  of  him  known  to  be  in  existence. 

William  died  August  7,  1879.  He  was  in  his  seventy-first 
year.  His  wife,  Margaret,  died  March  27,  1868.  She  was  in  her 
seventy-fifth  year.  Both  are  interred  in  the  Schellsburg  ceme¬ 
tery. 

The  author  was  named  after  this  great  uncle. 

He  was  a  tanner  and  a  farmer.  William  Kinsey  worked  as 
a  tanner  in  the  Clark  Tannery  in  Schellsburg  for  twenty-seven 
years.  Later  he  was  employed  in  the  Burns’  Tannery.  He  was 
tanning  at  the  time  he  bought  his  brother  Benjamin’s  farm. 
Children  as  above. 

2.  PETER  KINSEY,  Feb.  16,  1811— Feb.  7,  1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

3  (1)  Benjamin  Franklin  Kinsey,  Nov.  7,  1830  Sept.  2o, 
1912. 

3  (2)  William  H.  Kinsey,  March  17,  1833 — Jan.  8,  1838. 

3  (3)  Martin  Kinsey,  March  19,  1835 — Dec.  24,  1837. 

3"  (4)  John  Boyd  Kinsey,  Nov.  26,  1839 — Oct.  6,  1916. 

3  (5)  Dewalt  Kinsey,  April  6,  1840— Jan.  1,  1914. 

3  (6)  Emanuel  Kinsey,  Feb.  9,  1841 — Dec.  29,  1854. 

3  (7)  Peter  P.  Kinsey,  ,  1842 — Nov.  14,  1922. 

3  (8)  Ellen  Kinsey,  April  17,  1844— Sept.  9,  1845. 

3  (9)  George  Kinsey,  Oct.  30,  1846 — Sept.  16,  1851. 

3  (10)  Hiram  Kinsey,  Feb.  17,  1849 — Jan.  9,  1868. 

Peter  Kinsey,  1811—1888,  married  Jane  Frazer.  Jane 
Frazer  was  a  daughter  of  William  Frazer  who  is  claimed  to  be 
the  first  white  child  to  be  born  in  Bedford  Co.,  Pa.  (See  His¬ 
tories  on  Bedford  County;  also 
Napier  Township,  in  State  Li¬ 
brary  in  Harrisburg  and  else¬ 
where;  also  see  Chapter  VIII. 

He  was  willed  the  tract  of  land 
to  the  west  of  the  original  home¬ 
stead,  adjacent  to  the  mountain. 

He  learned  the  wheelwright 
trade.  In  his  last  days  he  lived  in 
the  large  house  by  the  “pike,”  now 
the  Lincoln  Highway,  on  the  Major 
Burns’  property.  He  kept  a  little 
store  and  operated  a  hotel  at  the 
Burns  Mill,  five  miles  west  of 
Schellsburg,  (See  map  of  Bedford 
Co.,  published  1861,  inhabitants  of 
Schellsburg)  ;  and  was  postmaster. 
The  writer,  as  a  boy,  walked  about 
five  or  six  miles,  once  a  week,  to 
his  office  for  the  mail.  My  faint 
recollection  of  him  was  that  he 
resembled  his  brother  Henry,  my 
grandfather. 

Peter  Kinsey  and  four  of  his  sons  served  in  the  Civil  War. 
The  father  and  Peter,  Jr.,  in  Company  K.,  Fifty-fifth  Regiment, 
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P.  V.  I.,  under  Col.  Richard  White  and  Captain  Joseph  Filler, 
the  latter  of  Bedford  Co. 

Peter  Kinsey  died  while  living*  at  the  Burns  Mill  property, 
on  February  7,  1888.  His  wife  Jane  died  on  January  11,  1888. 
They  were  buried  in  the  Schellsburg*  Cemetery,  adjacent  to  the 
original  Kinsey  plot,  just  south  of  the  old  church. 

2.  DEWALT  KINSEY,  Dec.  22,  1814— June  26,  1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

3  (1)  John  S.  Kinsey,  April  18,  1844 — Aug.  9,  1909. 

3  (2)  Christopher  Kinsey  (died  young). 

3  (3)  David  Kinsey  (died  young). 

3  (4)  Sarah  Kinsey,  March  2,  1854 — (living,  1932). 

3  (5)  Amos  F.  Kinsey,  Aug.  2,  1856 — Oct.  1,  1904. 

3  (6)  Catherine  Kinsey,  July  14,  1862 — Aug.  4,  1928. 

Dewalt  Kinsey,  1814 — 1897,  married  Sarah  Wertz.  He  was 
willed  the  original  homestead,  containing  one  hundred  and 
twelve  acres. 

Three  years  after  the  death 
of  his  father,  he  sold  the  farm 
to  Henry  Sigler  for  $1,000,  in 
the  year  of  1854,  (Henry  Sigler 
sold  this  farm  later  to  Stephen 
McCreary  for  $1,050,  February 
28,  1857)  and  migrated  with  his 
brother  Benjamin  to  Iowa.  He 
located  four  miles  west  of  the 
town  of  Tipton,  Cedar  Co., 
Iowa.  He  bought  eighty  acres  of 
land,  and  lived  here  twenty-six 
years.  Then  in  1881  he  moved 
to  Douglas,  Butler  Co.,  Kansas, 
where  his  son  John  had  moved 
in  the  fall  of  1878. 

Besides  farming,  he  was  a 
cooper  by  trade.  He  butchered 
some.  He  was  road  supervisor 
for  many  years  while  living  in 
Iowa.  He  was  quite  a  grafter 
of  fruit. 

In  politics,  he  was  a  Demo¬ 
crat,  as  was  his  brothers.  But 
when  Lincoln  ran  for  presi¬ 
dent,  his  sympathies  were  with 
Lincoln  on  the  slave  question, 
and  so  voted  Republican.  This  was  very  offensive  to  his  brother 
Henry  who  said  that  he  would  sooner  have  heard  that  he  (De¬ 
walt)  was  dead  than  to  have  heard  that  he  turned  Republican. 
With  this  event  the  two  brothers  discontinued  their  correspon¬ 
dence  (Also  told  the  writer  by  Margaret  Kinsey  Adams  of 
Johnstown,  Pa.,  and  Mrs.  Anthony  Kinsey  of  Cedar  Rapids, 
Iowa.)  It  was,  however,  to  the  credit  of  Dewalt  Kinsey  to  put 
moral  principles  before  partisanism;  and  in  this  he  set  the  rest 
of  us  an  example. 


Dewalt  Kinzey 
(As  he  appeared  in 
his  later  years.) 
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As  a  churchman,  Dewalt  superintended  Sunday  School  in 
the  old  Burns’  School  House.  What  his  faith  was  before  going 
to  Kansas,  I  do  not  know,  but  while  he  lived  in  Kansas,  he  was  a 
member  of  the  United  Brethren  Church,  and  died  in  that  faith. 
“Dewalt  Kinsey  was  one  of  the  best  Christian  men  I  ever  knew.” 
— Mrs.  Motie  Little,  Douglas,  Kansas  (1930).  Many  of  his 
letters,  now  in  possession  of  the  writer,  manifest  quite  a  reli¬ 
gious  tone. 

At  different  times  he  manifested  a  desire  to  return  to  his 
native  state,  Pennsylvania. 

He  died  on  June  26,  1897,  and  is  buried  in  the  cemetery,  a 
half  mile  from  Douglas,  Kansas. 

2.  BENJAMIN  E.  KINZEY,  Oct.  24,  1817— April  21,  1877. 

1.  Jacob  Kinsey,  1769—1851. 

3  (1)  Elizabeth  Kinsey,  1840  (?) — Aug.,  1879. 

3  (2)  William  M.  Kinsey,  Sept.  30,  1842 — Jan.  13,  1843. 

3  (3)  Anthony  Kinsey,  Jan.  17,  1845 — Jan.  15,  1909. 

3  (4)  Cyrus  E.  Kinsey,  July  30,  1847— April  5,  1853. 

3  (5)  George  W.  Kinsey,  Feb.  10,  1850 — (living,  1932). 

3  (6)  Emma  M.  Kinsey,  April  13,  1855 — March  21,  1861. 

Benjamin  Kinsey,  1817 — 1877,  was  married  three  times; 
first  to  Sarah  Heitchew.  There  were  no  children  to  this  union 
Second,  he  was  married  to  Anna  Maria  Fisher  (1818 — 1853)  of 
Schellsburg,  Pa.  To  this  union  there  were  five  children,  as  gievn 
above.  Third,  he  was  married  to  Sarah  Barker  of  Iowa.  One 
child,  Emma  M.,  was  born  to  this  union,  April  13,  1855,  died 
March  21,  1861,  record  as  of  grave  marker,  Rogers  Grove  Ceme¬ 
tery  (near  Cedar  Rapids,  Iowa).  Information  furnished  by 
Louis  Kinzey,  son  of  Benjamin  Kinzey,  October  4,  1939. 

These  marriages  are  confirmed 
by  Benjamin’s  son,  George  W.,  of 
Kingsley,  Iowa  (1931). 

Benjamin  migrated  to  Iowa 
with  his  brother  Dewalt,  1854.  He 
located  five  miles  south  of  Cedar 
Rapids  for  a  short  time,  on  the  hill 
about  a  fourth  mile  off  the  road, 
now  known  as  “U.  S.  161”  paved 
road,  to  the  east.  Then  he  bought 
foriy  acres  of  land  lying  on  the 
west  side  of  Road  161,  five  miles 
south  of  Cedar  Rapids.  This 
was  adjacent  to  where  he  first  lo¬ 
cated.  There  are  no  buildings  re¬ 
maining  on  this  tract  of  land  at 
present.  This  forty-acre  tract  of 
land  adjoins  and  is  a  part  of  the 
Anthony  Kinsey  farm  of  two  hun¬ 
dred  and  twenty  acres  of  land 
Benjamin  E.  Kinsey  which  is  still  owned  by  Mrs.  An- 

As  he  appeared  in  his  thony  Kinsey  (1932).  It  perhaps 

later  years.  should  be  said  in  this  connection, 
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that  Anthony  Kinsey,  son  of  Benjamin,  at  first  procured  forty 
acres  of  land  of  the  present  tract,  trading  a  team  of  horses  for 
the  land.  The  land  was  valued  at  one  dollar  and  twenty-five 
cents  an  acre.  So  with  a  fifty  dollar  team  he  bought  forty 
acres  of  fine  Iowa  land.  Then,  being  without  a  team  of  horses, 
having  some  young  steers,  he  proceeded  to  break-in  an  Ox-team. 
With  such  a  beginning,  Anthony  started  on  the  road  to  a  finan¬ 
cial  success.  Land  in  that  section  is  now  worth  two  hundred 
dollars  an  acre  and  up. 

After  some  years,  Benjamin  left  his  farm  and  went  to 
Shueyville,  Iowa  ,nine  miles  south  of  Cedar  Rapids,  and  still  on 
the  same  road,  now  paved,  “U.  S.  161.”  Here  he  lived  the  latter 
part  of  his  life,  and  died.  Shueyville  is  in  Johnson  Co.,  just  over 
the  line  from  Linn  Co. 

Benjamin  carried  the  mail  on  Star  Route  from  Shueyville 
to  Cedar  Rapids  for  several  years,  and  until  he  died.  He  re¬ 
ceived  two  hundred  and  fifty  dollars  from  the  government  for 
this  service.  He  made  one  trip  a  day,  and  six  days  a  week.  He 
left  Shueyville  at  7  A.  M.,  and  arrived  in  Cedar  Rapids  at  10 
A.  M.;  left  Cedar  Rapids  at  2  P.  M.  and  arrived  in  Shueyville 
at  5  P.  M..  All  this  is  a  bit  interesting  as  a  matter  of  compari¬ 
sons  with  our  day  of  good  roads  and  government  service. 

Benjamin  Kinsey  was  a  farmer;  wheelright;  tanner;  auc¬ 
tioneer;  and  pioneer  school  teacher  (in  Napier  township,  Bed¬ 
ford  Co.,  Pa.).  And  as  has  been  noted,  he  was  the  administrator 
for  the  settling  up  of  his  father’s  estate,  a  part  of  which  duty 
was  to  procure  the  Warrant  and  Patent  for  the  land  on  which 
his  father  squatted,  and  never  had  received  a  government  title 
for  it. 

I  am  informed  by  some  of  his  grandsons  that  he  sometimes 
expressed  a  desire,  also,  to  return  to  his  native  state,  Pennsyl¬ 
vania.  . 

He  is  interred  in  Rogers  Grove  Cemetery,  five  miles  south¬ 
east  of  Cedar  Rapids,  Iowa.  His  gravestone  is  marked: 

B.  E.  Kinzey 
Died  April  21st,  1877 
59  yrs.,  5  months,  27  days, 
and  the  gravestone  of  his  youngest  child: 

Emma  M. 

Daughter  of  B.  and  S.  Kinzey 
March  21,  1861  —  age 
5  yrs.,  11  months  and  18  days. 

It  is  the  impression  of  Mrs.  William  Scott  Kinsey  that  Ben¬ 
jamin  built  the  old  saw-mill  which,  later,  William  Scott  Kinsey 
remodeled,  changing  it  from  a  “sash  mill  to  a  mooly  mill,  and 
putting  in  new  water  wheels.”  (Rebecca  Kinsey  so  informs  the 
writer  through  her  son  Calvin,  1931.) 

Wickersham’s  History  of  Education  in  Pennsylvania  gives 
the  nname  of  Benjamin  Kinsey  as  one  of  the  pioneer  school 
teachers  in  Napier  township,  Bedford  Co.,  Pennsylvania. 

Benjamin  Kinsey  began  auctioneering  after  he  went  to 
Iowa. 
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THIRD  GENERATION 


3.  HENRY  KINSEY,  December  29,  1832 — February  19,  1896. 
2.  Henry  Kinsey,  1804 — 1876. 

1..  Jacob  Kinsey,  1769 — 1851. 

4  (1)  Margaret  Kinsey,  Sept.  .9,  1854 — July  19,  1944. 

4  (2)  Lemon  B.  Kinsey,  May  18,  1856 — Feb.  28,  1929. 

4  (3)  Mary  Jane  Kinsey,  Nov.  20,  1858 — Nov.  22,  1929. 

4  (4)  Annie  Kinsey,  March  20,  1861 — Jan.  23,  1927. 

4  (5)  Catherine  Kinsey,  May  18,  1863 — 

4  (6)  Alfred  W.  Kinsey,  Aug.  28,  1865 — June  2,  1915. 

4  (7)  Cicero  L.  Kinsey,  Nov.  12,  1867 — Oct.  9,  1950. 

4  (8)  Sylvia  Kinsey,  May  17,  1870 — 

4  (9)  Edward  K.  Kinsey,  Nov.  30,  1872 —  ,1872. 

4  (10)  Wade  Hampton  Kinsey,  Jan.  13,  1874 — 

4  (11)  Araminta  Kinsey,  Dec.  17,  1877 — 


Mr.  and  Mrs.  Henry  Kinsey 


Henry  Kinsey,  1832 — 1896,  married  Catherine  Rock  of  Bed¬ 
ford  Co.,  Pa.,  a  sister  of  John  Rock  of  Schellsburg,  Pa.,  in  1854; 
was  born  in  Bedford  Co.,  Pa.,  and  died  in  Westmoreland  Co. 
(Waterford),  Pa.;  he  received  a  grade  school  education;  was  a 
shoemaker  by  trade.  His  mother’s  name  was  Mary  (Hammers) 
Harmon. 

Mr.  Henry  Kinsey  dropped  dead  near  the  bridge  at  what 
was  then  Samuel  McKelvey’s  store,  while  on  his  way  to  fill  the 
position  of  Inspector  on  the  Election  Board.  He  was  alone  when 
he  dropped,  face  forward,  to  the  ground.  His  son  Wade  passed 
him  while  on  the  way  to  the  Oak  Grove  schoolhouse  where  the 
election  was  to  be  held.,  he  remarking  that  he  would  walk  slow¬ 
ly,  taking  his  time.  While  his  arrival  was  awaited,  some  one 
on  looking  up  the  road,  observed  him  lying  prostrate  in  the  road. 
On  the  arrival  of  Mr.  Kohn  Austraw,  and  Cicero  L.  Kinsey  he 
was  found  to  be  dead. 

Mr.  Kinsey  came  to  the  valley  from  Bedford  County,  resided 
for  a  while  in  Ligonier,  then  moved  to  Waterford  where  he 
resided  for  the  rest  of  his  life,  and  where  he  plied  his  trade. 
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Interment  in  Green  Mountain  cemetery.  In  politics,  a  staunch 
Democrat;  was  wise,  and  hard  to  down  in  an  argument. 


3.  JOSEPH  F.  KINSEY,  December  21,  1840— April  24,  1915. 
2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

4  (1)  Sophia  Kinsey,  December  24,  1864 — 

4  (2)  Sarah  Ann  Kinsey,  May  5,  1869 — 

4  (3)  Henry  Kinsey,  March  24,  1870 — 

4  (4)  Elizabeth  Kinsey,  April  1,  1871 — 

4  (5)  Simon  Kinsey,  Oct.  3,  1873 — 

4  (6)  James  Ellsworth  Kinsey,  June  18,  1876 — 

(To  second  wife) 

4  (7)  Elsie  May  Kinsey,  Aug.  9,  1891 —  ,  1914. 

4  (8)  Ellen  Kinsey,  June  17,  1895 — June  17,  1895. 

4  (9)  George  F.  Kinsey,  Oct.  22,  1897 — March  1,  1899. 

4  (10)  Erma  Jane  Kinsey,  Aug.  23,  1900 — 

4  (11)  Earl  Statler  Kinsey,  Aug.  14,  1904 — Aug.  14,  1904. 
4  (12)  Lester  Ealy  Kinsey,  Feb.  24,  1906 — 


Jos.  F.  Kinsey  and  Synthia  Taylor  Kinsey 

Joseph  F.  Kinsey,  1840 — 1915,  married  twice;  first,  to 
Syntha  Ann  Taylor  (1839 — 1887)  in  1864;  second,  to  Elizabeth 
Ann  Shull,  in  1889.  He  received  a  grade  school  education;  was 
a  farmer;  blacksmith;  and  stone  mason.  He  was  a  good  all¬ 
round  mechanic,  and  a  speedy  worker  with  great  endurance. 
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He  is  interred  in  the  Helixville  Cemetery,  Bedford  Co.,  Pa., 
where  he  last  lived. 


3.  WILLIAM  M.  KINSEY,  May  3,  1943— July  3,  1890. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Never  married;  lived  with  his  mother  until  his  death  which 
occurred  in  the  small  house  which  stood  on  the  south  side  of  the 
Pike,”  now  the  Lincoln  Highway,  on  the  old  Major  Burns  prop¬ 
erty  (later  owned  by  Albert  Fyan  of  Bedford,  Pa.),  four  miles 
west  of  Schellsburg,  Pa.  Interred  in  the  Schellsburg  Cemetery 
on  the  family  plot  of  his  parents. 

He  was  a  practical  man  with  tools;  and  did  considerable 
butchering  in  the  community;  threshing  with  the  flail;  and  a 
general  farm  hand. 

A  little  incident.  When  a  young  man  about  eighteen  years 
of  age,  he  cai  ried  a  front  quarter  of  beef  from  a  practically 
giown  animal,  from  Schellsburg  to  his  home,  on  his  shoulders. 
His  first  stop  to  rest  was  after  a  stretch  of  about  four  and  one- 
half  miles.  It  was  five  miles  home.  To  rest,  the  beef  was  placed 
over  a  corner  of  a  rail  fence  where  the  lane  left  the  main  road, 
and  leading  home  by  the  widow  Thomas’  place  (later  owned  bv 
Henry  Stickler). 
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3.  JACOB  KINSEY,  June  4,  1844 — July  12,  1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

4  (1)  Albert  H.  Kinsey,  Feb.  22,  1872 — 

4  (2)  Sarah  Ellen  Kinsey,  Aug.  13,  1873 — 

4  (3)  Harvey  Kinsey,  Oct.  31,  1874 — 

4  (4)  Hester  Catherine  Kinsey,  Dec.  7,  1876 _ 

4  (5)  William  Kinsey,  July  10,  1878 — 

4  (6)  Laura  Eve  Kinsey,  April  11,  1800— Feb.  14,  1914. 

4  (7)  Joseph  Kinsey,  Oct.  2,  1881 — 

4  (8)  Edith  Kinsey,  Feb.  25,  1883— 

4  (9)  John  Christopher  Kinsey,  June  16,  1884 _ 

4  (10)  Adam  Edgar  Kinsey,  March  25,  1886 — 

4  (11)  Jacob  Henry  Kinsey,  April  30,  1888 — 

4  (12)  Gertrude  Belle  Kinsey,  April  7  1890 — May  9,  1894 

j  >7?)  *?fant  (twin  sister)>  APril  7,  1890— April  7,  1890. 
4  (14)  Margaret  Kinsey,  March  6,  1892 — 

4  (15)  Jessie  Pearl  Kinsey,  April  5,  1894 — 

4  (16)  Susie  Kinsey,  Aug.  29,  1895 — 


,iodaCZr  K™sey’  1844—1911,  married  Kathryn  Hofecker 
(18oo  Nov.  22,  1936),  in  1871.  Grade  school  education.  Farm- 
ei ,  stone  mason ;  and  practical  mechanic.  He  hewed  out  the 
timber  for  nineteen  barns  in  his  day.  This  was  in  the  day  when 
timber  for  houses  and  barns  was  hewed  with  a  broad-axe,  before 
saw-mills  were  available.  He  built,  and  assisted  in  the  building 
ot  many  stone  walls  for  barns,  houses,  and  other  buildings  He 
purchased  his  father’s  wheel-right  tools,  and  so  did  much  repair¬ 
ing  of  spinning  wheels,  making  of  spools,  fliers,  etc.;  the  rebot¬ 
toming  of  chairs  with  “splits.” 
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For  his  experience  of  threshing  grain  with  a  flail,  see  Chap¬ 
ter  VII,  First  History. 

He  never  lived  more  than  ten  miles  from  his  birthplace; 
lived  near  Helixville,  Bedford  Co.,  when  he  died,  July  12,  1911. 
Interred  in  the  Schellsburg  Cemetery. 

3.  CAROLINE  KINSEY,  August  14,  1845—  ,  1928.. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Jacob  Gellar,  and  to  this  union  were  born  three 
children:  Susan  Gellar  Martin,  Albert  Gellar,  and  Ida  Gellar  — 
all  deceased. 

3.  VALENTINE  KINSEY,  February  4,  1848— 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  childhood;  was  buried  on  the  homestead. 

3.  ALBERT  ECHART  KINSEY,  July  18,  1849—  ,  1931. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


Albert  Echart  Kinsey  Mary  Wertz  Kinzey 


Married  Mary  A.  Wertz,  December  16,  1875 — April  3,  1941. 
Lived  all  his  life  in  Napier  townsnhip,  Bedford  Co.,  Pa.  Grade 
school  education.  Farmer  and  general  mechanic.  No  children. 
Died  near  New  Paris,  Pa.  Interred  in  the  old  Mock  cemetery, 
near  Ryot,  Bedford  Co.,  Pa.  On  the  death  and  burial  of  his  wife, 
his  remains  were  removed  from  the  Mock  cemetery  and  buried 
together  with  her  on  the  Henry  Kinzey  burial  lot,  Schellsburg 
Cemetery,  Schellsburg,  Pa.  It  can  be  truly  said  of  him  that  he 
was  a  kind  man,  and  the  home  of  him  and  his  gracious  wife 
was  always  a  delightful  place  to  visit.  A  churchman  of  the 
Church  of  the  Brethren  faith. 
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3.  MARGARET  KINSEY,  Sept.  13,  1852— Nov.  24,  1930. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Filmore  Adams,  in  the  year  1878.  Received  a  grade 
school  education.  Lived  mostly  in  Pennsylvania.  Died  in  Johns¬ 
town,  Pa.,  Nov.  24,  1930.  Interred  in  the  Schellsburg  Cemetery. 

The  following  children  were  born  to  them : 

(1)  Annie  Adams  Parson,  May  7,  1879;  born  in  Schells¬ 
burg,  Pa.  Educated:  grades  as  of  Schellsburg; 
Tailoress.  Married  (1)  William  Stevens,  1900  (di¬ 
vorced;  (2)  Claud  Parson,  1949 — deecased  1921.  Ad¬ 
dress:  232  Bedford  St.,  Johnstown,  Pa. 

(2)  Kate  Adams  Chain,  Nov.  16,  1880  —  July  18,  1953; 
grade  education;  married  Frank  Chain,  June  1,  1904; 
born  in  Schellsburg,  Pa. 

(3)  Bessie  Adams  Miller,  Jan.  9,  1883;  grade  education; 
married  George  W.  Miller,  1904,  died  Oct.  12,  1918; 
house  wife;  address:  232  Bedford  St.  Johnstown,  Pa. 

(4)  John  P.  Adams,  June  13,  1886 — March  28,  1928;  in¬ 
terment  Schellsburg,  Pa.,  cemetery. 

(5)  Maggie  Cora  Adams,  Feb.  17,  1889 — April  20,  1891. 

(6)  Charles  Edgar  Adams,  Dec.  30,  1891 — Oct.  18,  1900. 

(7)  Mabel  Adams,  Robinson,  house  wife;  address:  Al¬ 
toona,  Pa. 

3.  SUSAN  KINSEY,  June  26,  1855— October  29,  1888. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Lehman  Eugene  Smith 
(Jan.  28,  1847—  ,  1902),  in  1874. 

Received  a  grade  school  education.  Died 
in  Johnstown,  Pa.  Interred  in  the 
Schellsburg  Cemetery  on  her  parents’ 
family  plot. 

The  following  children  were  born  to 
them : 

(1)  George  Kinsey  Smith,  May 
30,  1875— July  29,  1944; 

married  Nellie  Nelson,  1897, 
had  2  children :  George  K. 

Smith,  Jr.,  deceased;  and 
Ethel  Smith  Shoemaker  of 
Butler,  Pa.;  resident  in  But¬ 
ler,  Pa.,  at  time  of  decease 
(retired)  ;  grade  school  edu¬ 
cation,  Night  School  courses, 
versatile  and  practical  knowl¬ 
edge  generally;  at  time  of 
decease  was  Mechanical  Engi- 


SUSAN  KlNZEY 
Smith 
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neer  Chairman  and  Chairman  of  Price  Control  Panel 
of  the  OPA  Office  in  Butler.  He  became  a  Chief 
Engineer  of  Bell  Telephone  Company,  which  without 
a  formal  education,  was  a 
marked  accomplishment  and 
indicated  his  aptitude  for 
general  learning.  He  served 
in  the  OPA  work  without  pay 
which  was  his  contribution  to 
the  war  effort.  He  was  a 
Presbyterian  churchman. 

The  writer  was  a  life¬ 
time,  intimate  and  more  or 
less  closely  associated  with 
George  K.  His  was  a  fine 
and  pleasing  personality; 
friendly  and  conngenial,  mak¬ 
ing  friends  and  holding  them. 

In  our  judgment,  he  was  the 
best  wit  and  humorist  in  the 
whole  Kinsey  Clan,  and  no 
one  could  wear  a  long  and 
sober  face  in  his  presence. 

(2)  Lawrence  Elbert  Smith,  — July  11,  1944; 

married  Laura  Taylor,  1898;  grade  education;  tele¬ 
phone  engineer. 

(3)  Percy  Sheldon  Smith  (deceased). 

(4)  Hervey  Levan  Smith,  ;  married  Emelie 

Wahl  in  Pittsburgh,  Pa.,  Dec.  23,  1903;  grade  and 
Grammer  School  education;  Electrical  Techanician; 
address:  14412  Avis  Ave.,  Lawndale,  Calif. 


George  Kinsey 
Smith 


Mr.  and  Mrs.  Hervey  Levan  Smith 
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(5)  Edwin  Harper  Smith,  ;  never  married; 

grade  school  education ;  electrical  -  metal  worker ;  one 
year  military  N.  G.  P.  Service  (1905-1906)  ;  Address: 
14412  Avis  Ave.,  Lawndale,  L.  A.  County,  Calif.; 
Retired. 


3.  HESTER  KINSEY,  October  29,  1856— April  9,  1872. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  at  the  age  of  eighteen  years;  buried  on  the  family 
plot,  Schellsburg  Cemetery. 

3.  ELMIRA  KINSEY,  October  11,  1860— September  14,  1920. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Adam  Rose  in  1881.  Re¬ 
ceived  a  grade  school  education. 

The  following  children  were  born  to 
them : 

(1)  Mary  Rose  Mock  -  Coplin, 

127  Penn  Ave.,  Cresson,  Pa.; 
grade  school  education;  both 
husbands  deceased  ;•  house¬ 
wife. 

(2)  Lee  Rose,  — Oct.  18, 

1955 ;  resided  his  entire  life 
in  New  Paris  and  vicinnity 
(New  Paris,  Pa.)  ;  married 
Rebecca  Potts  (deceased)  ;  * 
grade  school  education ; 
farmer. 

(3)  Ralph  Rose,  ;  Ad¬ 

dress  :  Turtle  Creek,  Pa. ; 
carpenter. 

(4)  Manda  Rose  Yarnell,  ;  widowed;  grade  school 

education;  housewife;  address:  523  Jansen  Ave.,  ,Es- 
sington,  Pa. 

(5)  Howard  Rose,  ;  deceased;  married  Jessie 

Nicodemus;  grade  school  education;  farmer. 

(6)  Carrie  Rose  Simpson,  ;  married  Andrew 

Simpson,  1921;  grade  school  education;  house  wife; 
address:  115  Shaw  Ave.,  Turtle  Creek,  Pa. 

(7)  Richard  Rose,  ;  married  Genevieve  Cunn¬ 

ingham;  grade  school  education;  machine  operator; 
military:  National  Guard;  address:  Export,  Pa. 
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3.  EALY  KINSEY, 

2.  Henry  Kinsey,  1804 — 1876. 
1.  Jacob  Kinsey,  1769-1851. 

Died  young. 


3.  JACOB  HENRY  KINSEY,  June  30,  1832 — December  9, 
1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

4  (1)  Margaret  Elizabeth  Kinsey, 

May  14,  1865— Nov.  23,  1867. 

4  (2)  William  Penn  Kinsey,  Feb. 

17,  1867— April  18,  1919. 

4  (3)  Franklin  Adam  Kinsey,  Feb. 

9,  1873— Oct.  16,  1928. 

4  (4)  George  Washington  Kinsey, 

Dec.  29,  1874— 

4  (5)  John  Charles  Kinsey,  Aug. 

23,  1877— 

Jacob  Henry  Kinsey,  1832 — 1897; 
married  Eliza  Ann  Weimer;  grade  school 
education;  shoemaker  by  trade;  born  in 
Napier  township,  Bedford  Co.,  Pa.;  lived 
nearly  all  his  married  life  in  Porters- 
ville,  Butler  Co.,  Pa.;  died  December  9, 

1897,  in  Portersville. 

3.  WILLIAM  SCOTT  KINSEY,  Sept.  27,  1834— March  20, 
1888. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

4  (1)  Charles  Bliss  Kinsey,  March  17,  1865 — 

4  (2)  William  Henry  Kinsey,  Sept.  6,  1867 — Oct.  26,  1924. 
4  (3)  Calvin  Otto  Kinsey,  April  16,  1874 — 

4  (4)  Edmond  Lukens  Kinsey,  Oct.  28,  1878. 

4  (5)  Sarah  Elizabeth  Kinsey,  Aug.  31,  1880 — Feb.  25, 


William  Scott  Kinsey,  1834—1888,  married  Rebecca  Shom- 
ber,  1864;  grade  school  education;  farmer;  was  willed  his  fa¬ 
ther’s  farm,  where  he  was  born  and  where  he  died;  the  farm 
later  passed  from  the  widow  into  the  hands  of  John  Bence; 
interred  in  the  Schellsburg  cemetery. 

His  widow,  Rebecca,  died  Dec.  10,  1933,  and  is  interred  at 
Cumberland,  Md. 
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3.  BENJAMINE  FRANKLIN  KINZEY,  Nov.  7,  1830— Sept. 
23,  1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

4  (1)  Sarah  Jane  Kinzey,  April  8,  1860 — 

4  (2)  Mary  Ellen  Kinzey,  Aug.  9,  1861 — March  5,  1905. 

4  (3  Amanda  Catherine  Kinsey,  Feb.  2,  1864  —  Oct  25, 
1907. 

4  (4)  Annie  Eliza  Kinzey,  May  5,  1866 — Oct.  13,  1888. 

4  (5)  Peter  E.  Kinzey,  April  1,  1868 — Sept.  9,  1912. 

4  (6)  Emma  Agnes  Kinzey,  March  31,  1870 — March  8, 
1872 

4  (7)  Carrie  Belle  Kinzey,  Nov.  15,  1872 — 

4  (8)  Frank  Benjamine  Kinzey,  March  21,  1875 — 

4  (9)  Amariah  Wilson  Kinzey,  June  29,  1878 — 

4  (10)  James  Martin  Kinzey,  May  11,  1880 — 

4  (11)  Hester  Louise  Kinzey,  June  5,  1885 — 


Benjamine  F.  Kinzey  Margaret  Wilson  Kinzey 

Benjamine  Franklin  Kinzey,  1830 — 1912,  married  Margaret 
Elizabeth  Wilson,  1859;  grade  school  education;  laborer;  born 
in  Napier  township,  Bedford  Co.,  Pa.;  Civil  War  record  as  fol¬ 
lows  : 

Benjamine  F.  Kinzey. 

Company  K. 

206  Regiment,  Penn’a  Vols. 

3rd  Brigade,  1st  Division,  10th  Army  Corps. 

Organized  at  Camp  Reynolds,  Pa.,  September  8th,  1864. 
Mustered  into  United  States  Service  for  one  year  Sep¬ 
tember  9th,  1864. 

Died  in  Johnstown,  Pa. 

3.  WILLIAM  H.  KINSEY,  March  17,  1833— Jan.  8,  1838. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  young;  interred  in  Schellsburg  Cemetery. 
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3.  MARTIN  KINSEY,  March  19,  1835— Dec.  24,  1837. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  young;  interred  in  Schellsburg  Cemetery. 


3.  DEVVALT  KINSEY,  April  6,  1840— Jan.  1,  1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

4  (1)  John  Kinsey,  March  25,  1864 — 

4  (2)  Hiram  Kinsey,  May  18,  1866 — Dec.  16,  1932. 

4  (3)  Anne  Elizabeth  Kinsey,  Aug.  30,  1867 — April  26, 
1909. 

4  (4)  Mary  Jane  Kinsey,  Aug.  15,  1869 — Sept.  3,  1924. 

4  (5)  Phoebe  Catherine  Kinsey,  Feb.  24,  1871 —  Jan.  18, 
1879. 

4  (6)  Martin  Kinsey,  March  31,  1873 — Jan.  29,  1876. 

4  (7)  Sarah  Margaret  Kinsey,  May  28,  1875 — April  20, 
1902. 

4  (8)  Rebecca  Kinsey,  April  10,  1877 — 

4  (9)  Laura  Ellen  Kinsey,  April  25,  1879 — April  18,  1907. 
4  (10)  Ida  May  Kinsey,  Jan.  31,  1885 — Jan.  30,  1919. 


Deywalt  Kinzey  Amanda  Wilson  Kinzey 

Dewalt  Kinsey,  1840 — 1914,  married  Amanda  Wilson,  1863; 
grade  school  education;  farmer;  born  in  Napier  township,  Bed¬ 
ford  Co.,  Pa. 


3.  EMANUEL  KINSEY,  Feb.  9,  1841— Dec.  29,  1854. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  youth;  interred  in  Schellsburg  Cemetery. 


3.  PETER  P.  KINSEY,  ,  1842— Nov.  14,  1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 
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4  (1)  John  C.  Kinsey,  Aug.  25,  1867 — May  1943. 
4  (2)  Mary  Lucinda  Kinsey,  June  8,  1868 — 

4  (3)  Jacob  Kinsey,  May  21,  1870 — 

4  (4)  Albert  C.  Kinsey,  April  8,  1872  — 

4  (5)  Daniel  M.  Kinsey,  April  18,  1874 — 

4  (6)  Ida  B.  Kinsey,  Dec.  27,  1876 — (deceased). 
4  (7)  Amanda  Kinsey,  Feb.  29,  1880 — 


Peter  P.  Kinsey 


Peter  Kinsey,  1842 — 1922,  married  Lovinia  Hite  (1844 — 
1913),  daughter  of  Adam  and  Margaret  Hite,  during  the  Civil 
War,  while  home  on  furlough;  laborer;  Civil  War:  Company  K, 
55th  Regiment,  Pennsylvania  Infantry  under  Vol.  Richard 
White  and  Captain  Joseph  Filler,  the  latter  of  Bedford  Co.;  born 
in  Napier  township,  Bedford  Co.,  Pa.;  died  in  Johnstown,  Pa.; 
grade  school  education. 

3.  ELLEN  KINSEY,  April  17,  1844 — Sept.  9,  1845. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  young;  interred  in  Schellsburg  Cemetery. 
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3.  GEORGE  KINSEY,  Oct.  30,  1846— Sept.  16,  1851. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  young;  interred  in  Schellsburg  Cemetery. 

3.  HIRAM  KINSEY,  Feb.  17,  1849— Jan.  9,  1868. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  young  manhood;  interred  in  Schellsburg  Cemetery. 

3.  JOHN  BOYD  KINSEY,  Nov.  26,  1839— Oct.  6,  1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

4  (1)  Mazie  Kinsey,  — Nov.,  1831. 

4  (2)  Russell  Kinsey,  May  17,  1872 — Sept.  14,  1949. 

4  (3)  Martha  Kinsey,  May  27,  1874 — Nov.,  1931. 

4  (4)  Lemon  Kinsey. 

4  (5)  Peter  Kinsey. 

4  (6)  Dowell  Kinsey,  June  30,  1884 — 


John  Boyd  Kinsey 
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In  Civil  War  Uniform 


John  Boyd  Kinsey,  1839 — 1916,  first  marriage:  Elizabeth 
Cidels;  second  marriage:  Charlotte  McKinley;  no  children  born 
to  first  wife;  grade  school  education;  laborer;  born  in  Napier 
township,  Bedford  Co.,  Pa.;  soldier  in  Civil  War;  interred  in 
Schellsburg  Cemetery. 


3.  JOHN  S.  KINSEY,  April  13,  1844— Aug.  9,  1909. 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

4  (1)  Charles  Kinsey,  June  2,  1873 — Feb.  1,  1888. 

4  (2)  Winnie  Kinsey,  Oct.  27,  1874— March  5,  1883. 

John  S.  Kinsey,  1844 — 1909,  married  Esther  V.  Breyfogle 
of  Iowa;  was  ten  years  old  when  his  parents  migrated  from 
Pennsylvania  to  Iowa;  grade  school  education;  farmer;  moved 
from  Iowa  to  near  Douglas,  Butler  Co.,  Kansas,  in  the  fall  of 
1878;  the  last  year  of  his  life  he  moved  from  the  farm,  five 
miles  southeast  of  Douglas,  into  Douglas  where  he  died  the  fol¬ 
lowing  year,  1909.  Hence  he  spent  the  first  ten  years  of  his  life 
in  Pennsylvania ;  the  next  twenty-four  years  in  Iowa,  four  miles 
west  of  Tipton;  and  the  last  thirty-one  years  in  Butler  Co., 
Kansas. 


107 


The  writer  is  in  possession  of  a  number  of  his  letters  which 
reveal  that  he  was  a  good  penman;  and  have  proved  resourceful 
in  information  for  this  History,  as  were  the  other  letters  of  the 
kin  who  “went  west.”  These  letters  were  written  to  the  writer’s 
father,  from  the  60’s  to  the  90’s  of  the  last  century. 

For  further  personal  history  of  John  S.  Kinsey,  see  Chap¬ 
ter  VIII  of  First  History. 

On  one  occasion,  he  drove  from  his  home  in  Kansas  to  visit 
his  cousin  Anthony  Kinsey,  five  miles  south  of  Cedar  Rapids, 
Iowa.  It  required  a  week’s  time  to  make  the  trip  one  way. 

His  wife  died  in  the  year  1916.  They  are  interred  in  the 
Cemetery  one-half  mile  east  of  Douglas,  Kansas. 

3.  CHRISTOPHER  KINSEY. 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  young. 

3.  DAVID  KINSEY. 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  young. 


3.  SARAH  KINSEY,  March  2,  1854 — (Living,  1932). 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  William  F.  Laubscher,  1873;  children  to  this  union 
were: 

Otis  Laubscher. 

Harry  Laubscher. 

Blanch  Laubscher  Hawkins. 

Lena  Laubscher  West. 

Sarah  Kinsey  was  born  on  the  old  original  homestead  in 
Napier  township,  Bedford  Co.,  Pennsylvania,  the  year  her  fa¬ 
ther  migrated  to  Iowa  (four  miles  west  of  Tipton)  ;  from  Iowa 
she  went  to  Kansas,  likely  with  her  father  in  1881 ;  in  her  early 
married  life  she  and  her  husband  located  in  the  state  of  Wash¬ 
ington.  She  and  her  children  were  helpful  in  furnishing  infor¬ 
mation  for  the  Kinsey  History;  received  a  grade  school  edu¬ 
cation. 


3.  AMOS  F.  KINSEY,  Aug.  2,  1856— Oct.  1,  1904. 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

4  (1)  Roy  Dewalt  Kinsey,  Oct.  24,  1885 — 

4  (2)  Mabel  Kinsey,  April  22,  1887 — 

4  (3)  Iva  Kinsey,  July  14,  1890 — 

4  (4)  Blanch  Kinsey,  Feb.  6,  1893 — 

4  (5)  .Estell  Kinsey,  April  21,  1899 — Oct.  11,  1905. 
4  (6)  Kathryn  Kinsey,  March  22,  1901 — 
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Amos  F.  Kinsey ,  1856 — 1904;  born  in  Cedar  Co.,  Iowa; 
married  Icy  E.  Kinsey  (formerly  of  Illinois,  and  with  no  trace¬ 
able  relationship);  grade  school  education;  shoemaker,  and 
farmer;  before  moving  to  Kansas,  he  farmed  his  father’s  farm 
of  eighty  acres,  his  younger  sister,  Kathryn,  keeping  house  for 
him;  from  Kansas  he  moved  to  Oklahoma,  in  March,  1897,  just 
a  few  months  before  his  father  died,  locating  in  Willizetta, 
Okla.  Later  he  lived  near  Prague,  thence  on  a  farm  on  the  Deep 
Fork  river,  where  he  died  in  1904. 


3.  CATHERINE  KINSEY,  July  14,  1862— Aug.  4,  1928. 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 


Catherine  Kinzey 
Wakefield 


Catherine  Kinsey  was  born  in  Cedar 
County,  Iowa ;  received  a  grade  school 
education ;  moved  to  Kansas  with  father, 
sister  and  brother  in  1881,  where  her 
brother  John  had  moved  in  the  fall  of 
1878;  married  William  Herman  Wake¬ 
field;  located  in  state  of  Washington, 
also  where  her  sister  and  brother-in-law 
located;  died  in  Seattle  in  1928;  the  fol¬ 
lowing  children  were  born  to  them: 

Edna  Wakefield. 

Earl  Wakefield. 

Ada  Wakefield  (deceased). 

Roy  Wakefield. 


3.  ELIZABETH  KINSEY,  1840  (?)— Aug.,  1879. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

Elizabeth  Kinsey  was  born  in  Napier  township,  Bedford 
Co.,  Pa.,  on  the  homestead,  later  willed  to  her  father  (See  Chap¬ 
ter  VI)  ;  year  of  birth  not  known  to  author;  migrated  with  her 
father  to  Iowa,  1854;  received  a  grade  school  education;  mar¬ 
ried  Barnett  Workman,  following  children  were  born  to  them: 

John  Workman. 

William  Workman. 

George  Workman. 

Minnie  Workman. 

They  moved  to  California  where  she  died,  and  doubtless 
where  their  children  live  at  present. 
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3.  WILLIAM  M.  KINZEY,  Sept.  30,  1842— Jan.  13,  1843. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

3.  ANTHONY  KINSEY,  Jan.  17,  1845— Jan.  15,  1909. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

4  (1)  Edward  Eugene  Kinsey,  April  11,  1872 — 

4  (2)  Lewis  Anthony  Kinsey,  May  27,  1875 — 

4  (3)  Elizabeth  Ann  Kinsey,  Dec.  17,  1877 — 

Anthony  Kinsey,  1845 — 1909,  was  born  in  Napier  township, 
Bedford  Co.,  Pa.,  on  the  homestead,  later  willed  to  his  father, 
and  later  owned  by  John  Bence;  was  in  his  tenth  year  when 
he  migrated  west  to  Iowa  with  his  father;  grade  school  educa¬ 
tion;  farmer;  served  in  county  or  township  in  an  official  way; 
married  Laura  Pulis  in  1869,  children  as  given  above;  interred 
in  a  cemetery  near  his  home. 

The  following  incident  in  his  boyhood  life  will  be  of  interest: 
As  formerly  given,  his  father,  and  his  uncle  Dewalt  moved  to 
Iowa  from  Pennsylvania  in  1854.  One  day  Anthony  was  driving 
one  of  the  wagons,  and  he  either  went  to  get  off,  or  fell  off,  and 
the  wagon  ran  over  his  legs,  and  to  the  amazement  of  all,  they 
were  not  broken.  Where  this  happened  along  the  way  we  do  not 
know.  This  incident  he  told  many  a  time  to  his  children  from 
whom  I  have  gotten  it. 

He  was  an  enterprising  person  all  through  life;  and  for 
further  personal  history  of  him,  see  his  father’s  account.  We 
had  the  pleasure  of  visiting  Mrs.  Kinsey  during  the  summer 
of  1931.  She  was  helpful  also  in  furnishing  data  for  the 
History.  She  was  in  her  seventy-eighth  year,  well,  happy,  and 
a  congenial  soul.  Deceased  June  7,  1946,  aged  93  years. 

3.  CYRUS  E.  KINZEY,  July  30,  1847— April  5,  1853. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

3.  GEORGE  W.  KINZEY,  Feb.  10,  1850 — Oct.  14,  1933. 

2.  Benjamin  Kinsey,  1817—1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

4  (1)  Benjamin  Ernest  Kinzey,  Feb.  19,  1877 — 

4  (2)  W.  Claude  Kinzey,  June  24,  1878 — 

4  (3)  Roy  Kinzey,  Oct.  18,  1880 — 

4  (4)  Harry  Kinzey,  Oct.  1,  1886 — 

George  W .  Kinsey,  1850 — 1933,  was  born  in  Napier  town¬ 
ship,  Bedford  Co.,  Pa.,  on  the  homestead,  later  willed  to  his  fa¬ 
ther,  and  later  owned  by  John  Bence;  married  Ellen  Dean, 
1876;  their  children,  all  boys,  as  given  above;  beyond  the  grades, 
he  took  some  academic  work  in  “Western  Iowa  College”;  once  a 
teacher  in  penmanship;  farmer. 

The  following  is  a  portion  of  a  letter  from  him  to  the  writer, 
and  we  give  it  in  part  for  the  history  it  contains:  “I  will  tell 


110 


you  something  about  the  west.  After  father  died,  I  went  to  the 
extreme  west  of  Iowa,  in  the  vicinity  of  Sioux  City  which  at 
that  time  was  a  very  small  village,  but  now  is  a  large  city.  I  am 
one  among  the  first  settlers  here,  and  we  have  seen  many  hard¬ 
ships  in  those  day.  The  first  winter  was  mild  and  no  snow.  But 
the  next  winter  was  the  hard  one.  It  commenced  snowing  and 
blowing  the  15th  of  October,  and  kept  it  up  until  the  cornfields 
were  full  above  the  ears.  I  husked  corn  the  next  April  when  the 
sled  at  places  shoved  the  snow  ahead  of  it.  A  blizzard  those  days 
would  last  three  days  and  three  nights.  No  one  could  face  them. 

“My  first  corn  crop  was  worth  ten  and  fifteen  cents  a 
bushel.  We  burned  corn  and  hay  mostly.  There  was  coal,  but  no 
money  to  buy  it  with.  The  grasshoppers  ate  up  what  we  planted, 
but  in  the  fifty-five  years  that  I  have  been  here,  things  have 
changed.  If  I  live  till  the  tenth  of  February  next  I  will  be 
eighty-two.  I  am  well  for  a  man  of  my  age.  But  the  stroke  left 
me  with  poor  use  of  my  hand  and  leg.  —  My  hand  is  giving  out. 
I  could  tell  you  more  in  ten  minutes  than  I  can  write  in  as  many 
hours.” 

Truly  this  letter  is  interesting,  and  especially  for  compara¬ 
tive  purposes.  It  is  the  regret  of  the  writer  that  he  did  not  get 
to  the  western  part  of  the  state  of  Iowa  during  the  1931  visit  to 
George’s  nephews  near  Cedar  Rapids.  Not  knowning  that 
George  W.  Kinsey  was  still  living,  the  trip  was  not  planned  for 
further  west. 

Evidently,  his  father  did  not  talk  much  about  the  trip  or 
move  west  from  Pennsylvania,  since  George,  in  answer  to  my 
questions,  was  not  able  to  tell  me  anything,  experiences,  or  inci¬ 
dents,  about  the  trip  west.  Does  not  recall  anything  of  “import¬ 
ance.” 


FOURTH  GENERATION 

4.  MARGARET  KINSEY,  Sept.  9,  1854— July  19,  1944. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  William  N.  Weimer,  1873;  grade  education;  chil¬ 
dren  : 

(1)  Lemon  T.  Weimer,  (deceased)  ;  married  Viola  M. 
Hall;  grade  school  education;  plasterer;  address: 
Laughlintown,  Pa. 

(2)  Johnn  W.  Weimer,  (deceased)  ;  R.  D.  1,  Ligonier, 
Pa.;  married  Ella  N.  Park;  grade  school  education; 
plasterer. 

(3)  Nelson  K.  Weimer,  R.  D.  2,  Ligonier,  Pa.;  single; 
grade  school  education;  laborer. 


Ill 


(4)  William  S.  Weimer,  R.  D.  1,  Ligonier,  Pa.;  married 
Charlotte  Eisaman;  grade  school  education;  wireless 
telegraphy. 

(5)  Nellie  A.  Weimer,  R.  D.  2,  Ligonier,  Pa.;  single: 
grade  school  education. 

(6)  Ella  Nora  Weimer,  R.  D.  1,  Ligonier,  Pa.;  married 
Charles  L.  Frye  (deceased)  ;  grade  school  education; 
housewife. 

(7)  Mary  Ophia  Weimer,  R.  D.  2,  Ligonier,  Pa.;  single; 
grade  school  education. 

(8)  Mansey  Weimer,  died  in  infancy. 

(9)  Lucien  D.  Weimer,  R.  D.  1,  Ligonier,  Pa.;  married 
Sarah  Smithley;  grade  school  education;  laborer. 

(10)  Dillie  Ruth  Weimer,  R.  D.  2,  Ligonier,  Pa.;  married 
Thomas  C.  Riffle;  grade  school  education;  housewife. 

(11)  Esther  F.  Weimer,  R.  D.  2,  Ligonier,  Pa.;  married 
Earl  Thomas  Horner;  grade  school  education;  in¬ 
spector  (factory). 

(12)  Milton  Eugene  Weimer,  R.  D.  1,  Ligonier,  Pa.; 
married  Jessie  Campbell;  grade  school  education; 
laborer. 


Seated :  Orpha  Kinsey;  Angeline  Kinsey  ( Mother ) 
Standing :  C.  Ernest  Kinsey;  Lemon  B.  Kinsey  ( Father ) 
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4.  LEMON  B.  KINSEY,  May  18,  1856— Feb.  28,  1929. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Forest  O.  Kinsey,  July  6,  1880 — March  1,  1897. 
5  (2)  Claude  L.  Kinsey,  Nov.  10,  1881 — Aug.  24,  1949. 
5  (3)  Ralph  W.  Kinsey,  April  12,  1883 — 

5  (4)  G.  Freed  Kinsey,  Feb.,  1885 — Jan.  24,  1924. 

5  (5)  Frank  D.  Kinsey,  June,  1886 — April  11,  1905. 

5  (6)  Orpha  Z.  Kinsey,  June,  1888 — Feb.,  1918. 

5  (7)  C.  Ernest  Kinsey,  June,  1891 — 

5  (8)  Thomas  Kinsey,  1894 — 1894. 


Seated :  Angeline  Kinsey;  Lemon  B.  Kinsey 
Standing :  Left  to  right :  Mrs.  Ralph  Kinsey;  Ralph 
Kinsey;  C.  Ernest  Kinsey;  Roy  Kinsey  (Son  of 
Ralph  Kinsey) ;  Mrs.  Freed  Kinsey;  Jos.  F.  Esterly; 
Freed  Kinsey;  Mrs.  Claude  Kinsey  (Daughter  of 
Claude  Kinsey)  ;  and  Claude  Kinsey.  (Date:  1915. 
Orpha  Kinsey  missing.) 

Lemon  B.  Kinsey,  1856 — 1929,  was  born  in  Ligonier  town¬ 
ship,  Westmoreland  Co.,  Pa.;  married  Angeline  Bidelman,  1879; 
grade  education;  plasterer  by  trade;  deceased. 

4.  MARY  JANE  KINSEY,  Nov.  20,1858— Nov.  22,  1929. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mary  Jane  married  William  Peden,  1873;  born  in  Ligonier, 
Pa.;  grade  education;  children: 

(1)  Arminta  Peden,  March  8,  1874  —  1954;  married 
Harry  Parrish;  grade  school  education;  housewife. 

(2)  Arinthus  M.  Peden,  Aug.  1,  1878 — ;  Greensburg, 
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Pa.;  married  Charles  McClune;  grade  school  edu¬ 
cation;  housewife. 

(3)  Lester  A.  Peden,  May  28,  1880 — (deceased)  ;  mar¬ 
ried  Martha  Kretzmier;  grade  school  education; 
merchant. 

(4)  Essie  E.  Peden,  Nov.  17,  1898 — ;  Derry,  Pa.;  mar¬ 
ried  Irvin  Blough;  grade  school  education;  house¬ 
wife. 

(5)  Forest  W.  Peden,  July  7,  1893 — ;  Ligonier,  Pa.; 
married  Irene  Walters;  grade  school  education; 
machinist. 


4.  ANNIE  KINSEY,  March  20,  1861— Jan.  23,  1927. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Annie  married  A.  A.  Richards,  born  in  Ligonier,  Pa.;;  grade 
education;  children: 

(1)  Louanne  Richards,  R.  D.  4,  Latrobe,  Pa.;  married 
Michael  A.  Laughlin;  grade  school  education;  house¬ 
wife;  children:  Kenneth  H.  Laughlin,  Latrobe,  Pa.; 
Anna  May  Laughlin  Stewart,  Latrobe,  Pa. 

(2)  Jennie  Richards  (deceased  when  a  young  lady). 
Richard  D.  Myers,  Hibbs,  Pa.;  Ruth  Myers,  Har- 
W.  Meyers;  grade  school  education;  children: 
Richard  D.  Meyers,  Hibbs,  Pa.;  Ruth  Meyers  Har- 
bison,  Falls  Church,  Va.;  Glenn  A.  Meyers,  Hibbs, 
Pa. 

(4)  Romain  May  Richards,  Keeling  Ave.,  Derry,  Pa.; 
married  Henry  Thomas;  grade  school  education; 
housewife;  children:  Hazel  Mae  Thomas  Peters; 
Paul  William  Thomas;  James  Hilary  Thomas. 

(5)  John  Franklin  Richards,  R.  D.  4,  Latrobe,  Pa.;  mar¬ 
ried  Mary  M.  Johnston;  grade  school  education; 
Steel  worker;  military:  World  War  I,  England, 
France  and  Germany. 

(6)  Armstrong  Richards,  single  (no  report) 

(7)  Thomas  Flohr  Richards,  R.  D.  4,  Latrobe,  Pa.;  mar¬ 
ried  Harriett  C.  Burd;  grade  school  education; 
Spring  Inspector;  children:  Thomas  A.  Richards, 
Donald  J.  Richards,  Andrew  A.  Richards,  Paul  A. 
Richards,  Dale  H.  Richards,  James  C.  Richards. 

(8)  Elizabeth  Richards,  R.  D.,  Latrobe,  Pa.;  married 
John  Johnston;  grade  school  education;  housewife. 
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4.  CATHERINE  KINSEY,  May  18,  1863— 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Catherine  married  (a)  David  Nicely,  (b)  Edward  Knauer; 
grade  education ;  children : 

Maude  Nicely. 

Buddy  Nicely. 

Jesse  Nicely. 

Resided  in  California. 


4.  ALFRED  WAKEFIELD  KINSEY,  Aug.  28,  1865— June  2, 
1915. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kisey,  1769 — 1851. 

5  (1)  Alma  Luella  Kinsey,  Oct.  14, 

1887— Feb.  8,  1918. 

5  (2)  Gertie  Roberta  Kinsey,  Sept. 

7,  1888— Dec.  5,  1896. 

5  (3)  Twin-infant,  Oct.  18,  1891 — 
Oct.  18,  1891. 

5  (4)  Twin-infant,  Oct.  18,  1891 — 
Oct.  18,  1891. 

5  (5)  Ellwood  Earl  Kinsey,  March 
15,  1893— Dec.  15,  1896. 

5  (6)  Jennings  W.  Kinsey,  Nov.  16, 
1896— July  26,  1908. 

5  (7)  Katherine  Elizabeth  Kinsey, 
Feb.  18,  1899— 

5  (8)  Martha  Mae  Kinsey,  May  3, 
1901— 

5  (9)  Daniel  Ross  Kinsey,  Sept.  27, 
1903— 

5  (10)  David  Wolford  Kinsey,  Nov. 
18,  1906— 

5  (11)  Herman  Henry  Kinsey,  Feb.  9,  1909 — 

Alfred  Wakefield  Kinsey,  1865 — 1915,  was  born  in  Oak 
Grove,  Ligonier  Valley,  Westmoreland  Co.,  Pa.;  married  Mary 
Martha  Wolford,  1887;  grade  education;  plasterer.  Mary  M. 
died  Oct.  16,  1954.  She  was  an  exemplary,  consistent  Christian, 
beloved  by  all. 

4.  CICERO  LAWSON  KINSEY,  Nov.  12,  1867— Oct.  9,  1950. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kisey,  1769 — 1851. 

5  (1)  Clifford  S.  Kinsey,  Dec.  29,  1898 — 

5  (2)  Ethel  M.  Kinsey,  July  28,  1900 — 

5  (3)  Kimmel  J.  Kinsey,  April  17,  1905 — Aug.  1943. 

5  (4)  Frederick  S.  Kinsey,  Nov.  3,  1907 — May  26,  1922. 

5  (5)  W.  Wilson  Kinsey,  Aug.  13,  1912 — 


Alfred  Wakefield 
Kinsey 
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Cicero  L.  Kinsey 


Mrs.  Cicero  Kinsey 


Cicero  Lawson  Kinsey,  1867 — 1950,  was  born  in  Waterford, 
Westmoreland  Co.,  Pa.;  married  Mary  C.  Ulery,  1896;  grade 
education;  shoemaker  by  trade;  resided  in  Waterford,  West¬ 
moreland  Co.,  Pa. 

4.  SYLVIA  KINSEY,  May  17,  1870—1948. 

3.  HeWry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Sylvia  married  John  Troutman;  born  in  Waterford,  West¬ 
moreland  Co.,  Pa.;  grade  education;  resides  in  Marion,  Ohio; 
one  child. 

5  (1)  John  Kinsey. 

4.  EDWARD  K.  KINSEY,  Nov.  30,  1872—1872. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


4.  WADE  HAMPTON  KINSEY,  Jan.  13,  1874— 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Adrian  L.  Kinsey,  Sept|.  20,  1897 — Oct.  31,  1898. 
5  (2)  Alfred  C.  Kinsey,  May  21,  1899 — 

5  (3)  Irma  R.  Kinsey,  Aug.  15,  1901 — April  6,  1902. 

5  (4)  Margaret  Irene  Kinsey,  May  13,  1902 — 

5  (5)  Ford  Frank  Kinsey,  July  3,  1903 — 

5  (6)  Glenn  Meade  Kinsey,  July  6,  1905 — 

5  (7)  Laura  Myrtle  Kinsey,  March  3,  1907 — 

5  (8)  Stella  Catherine  Kinsey,  Jan.  28,  1909 — 

5  (9)  Willa  Jean  Kinsey,  Aug.  1,  1910 — April  3,  1925. 

5  (10)  Anna  Rebecca  Kinsey,  March  16,  1912 — 

5  (11)  Frank  Robb  Kinsey,  Feb.  11,  1914 — 

5  (12)  Wade  Hampton  Kinsey,  Jan.  13,  1916 — 


5  (13)  Henry  Leonard  Kinsey,  Dec.  6,  1917 — Dec.  4,  1918. 
5  (14)  Infant  daughter,  April  10,  1920 — April  10,  1920. 


Mrs.  Wade  H.  Kinsey 

Wade  Hampton  Kinsey,  1874 —  ,  born  in  Waterford, 

Westmoreland  Co.,  Pa.;  married  Laofa  C.  Chrisner,  1897;  grade 
education ;  stone  mason ;  resides  in  waterford,  Pa. 


4.  ARAMINTA  KINSEY,  Dec.  17,  1877— 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Araminta  married  James  L.  Boyer,  1896;  was  born  in 
Waterford,  Westmoreland  Co.,  Pa.;  grade  education;  resided  in 
Derry,  Pa.;  children: 

(1)  Edith  Viola  Boyer,  Nov.  8,  1886 —  ;  Bracken- 

ridge,  Pa.;  married  Robert  ,S.  Porter;  grade  educa¬ 
tion  completed;  housewife. 

(2)  Eva  Irene  Boyer,  June  18,  1898 —  ;  Peoria, 

Ill.;  married  Joseph  Vacha;  grade  education  com¬ 
pleted. 

(3)  Alfred  Boyer,  1900—1904. 

(4)  Millie  H.  Boyer,  1902 — 1922. 

(5)  Herbert  Wayne  Boyer,  Jan.  10,  1905 —  ; 

Derry,  Pa.;  married  Helen  Ramsey;  grade  educa¬ 
tion  completed;  railroader  (brakeman)  ;  hobby:  Wood 
Craftman. 

(6)  Anna  Mabel  Boyer,  1908-1911. 

(7)  Fred  E.  Boyer,  Oct.  12,  1912 —  ;  Derry,  Pa.; 

married  Virginia  Noel;  grades  in  school  completed; 
railroader  (fireman). 
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(8)  James  L.  Boyer,  Feb.  26,  1918 —  ;  Blairs- 

ville,  Pa.;  married  Amanda  Gray;  education:  grades 
completed;  salesman;  military  service:  Japan,  2 
years. 


4.  SOPHIA  KINSEY,  Dec.  24,  1864— 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Joseph  Fleegle;  born  in  Bedford  Co.,  Pa.;  grade 
education ;  children. 

4.  SARAH  ANN  KINSEY,  May  5,  1869— 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Solomonn  Miller;  born  in  Bedford  Co.,  Pa.;  grade 
education;  no  children. 


4. 


HARRY  HENRY  KINSEY,  March  24,  1870 — July  24,  1950. 
3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Lulu  May  Kinsey,  Sept.  13,  1893— Feb.  19,  1911 
5  (2)  William  Elmer  Kinsey,  Nov.  24,  1894— July  10,  1917 
5  (3)  Mary  Elibabeth  Kinsey,  Oct.  19,  1899— Nov  ll’  1925* 
5  (4)  Franklin  Merle  Kinsey,  June  14,  1902—  ' 

5  (5)  Ida  Laverne  Kinsey,  March  24,  1905 _ 


Harry  Henry  Kinsey 


Salome  Kinsey 


Harry  Henry  Kinsey,  1870—1950,  born  in  Bedford  Co.; 
married,  first  Salome  Lape,  1893,  and  second,  to  Verda  Fisher, 
1916;  no  children  to  second  wife;  grade  education;  farmer;  coal 
operator;  interred  in  Schellsburg  Cemetery;  Lutheran  faith. 
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4.  ELIZABETH  KINSEY,  April  1,  1871— 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Born  in  Bedford  Co.,  Pa.;  married  twice:  first  to  Aaron 
Rose,  second,  to  Elmer  Mclntire;  grade  education;  no  children. 

4.  SIMON  KINSEY,  Oct.  3,  1873— 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Clarence  Henry  Kinsey,  June  20,  1896 — 

5  (2)  Emma  Blanch  Kinsey,  Dec.  1,  1897 — 

5  (3)  Dewey  Franklin  Kinsey,  Dec.  20,  1898 — 

5  (4)  Albert  James  Kinsey,  May  4,  1901 — 

5  (5)  Joseph  Clinton  Kinsey,  Jan.  30,  1903 — 

5  (6)  Edward  Earl  Kinsey,  May  31,  1905 — 

5  (7)  Chester  Vernon  Kinsey,  May  28,  1907 — Sept.  18, 
1907. 

5  (8)  Earl  Victor  Kinsey,  (?),  (lived  about  four  months). 
5  (9)  Sheldon  Robert  Kinsey,  May  16,  1910 — 

5  (10)  Walter  George  Kinsey,  Aug.  29,  1911 — 

5  (11)  Raymond  Blair  Kinsey,  Sept.  17,  1912 — 

5  (12)  Pearl  E.  Kinsey,  Oct.  27,  1917 — 

Simon  Kinsey,  1873 —  ,  born  in  Bedford  Co.,  Pa. ;  mar¬ 

ried  Carrie  C.  Shaffer,  1895;  grade  education;  laborer;  deceased. 


4.  JAMES  ELLSWORTH  KINSEY,  June  18,  1876— Feb.  15, 
1955. 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

James  Ellsworth  Kinsey,  1876 — 1955,  born  in  Bedford  Co. 
(Juniata  township),  Pa.;  married  Carrie  B.  Otto  Horne,  1909; 
no  children;  grade  education;  farmer;  wife  died  1947. 

4.  ELSIE  MAY  KINSEY,  Aug.  9,  1891—  ,  1914. 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Born  in  Bedford  Co.,  Pa.;  married  Harry  Hill,  a  nephew  of 
the  Cox  children  (“Lost  brothers  of  the  Alleghanies”)  ;  grade 
education ;  children : 

William  Hill. 


4.  ELLEN  KINSEY,  June  17,  1895— June  17,  1895. 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 
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4.  GEORGE  F.  KINSEY,  Oct.  22,  1897— March  1,  1899. 
3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


4.  ERMA  JANE  KINSEY,  Aug.  23,  1900- 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Born  in  Bedford  Co.,  Napier  townnship,  Pa.;  married 
James  Albright;  living  in  Altoona,  Pa. 

4.  EARL  STATLER  KINSEY,  Aug.  4,  1904— Aug.  4,  1904. 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


4.  LESTER  EALY  KINSEY,  Feb.  24,  1906— 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Jno.  W.  Kinsey. 

Lester  Ealy  Kinsey,  1906 —  ,  born  in  Napier  township, 

Bedford  Co.,  Pa.;  married _ who  was  killed  in  an  auto 

wreck;  grade  education;  living  in  Johnstownn,  Pa. 


4.  ALBERT  HILLEGASS  KINSEY,  Feb.  22,  1872— Feb.  18, 
1940. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Edison  Blair  Kinsey,  Aug.  9,  1900 — 

5  (2)  Ruth  B.  Kinsey,  Aug.  19,  1904 — 

5  (3)  Edna  M.  Kinsey,  April  17,  1909 — 

Albert  H.  Kinsey,  1872 — 1940,  born  in  Juniata  township, 
Bedford  Co.,  Pa. ;  married  Ida  B.  Hurley  of  Buffalo  Mills,  Bed¬ 
ford  Co.,  Pa.,  1899;  grade  education;  carpenter,  and  oil-pumper; 
township  trustee  (1931).  Wife,  Ida  B.,  died  December  23,  1941. 

4.  SARAH  ELLEN  KINSEY,  Aug.  13,  1873— May  15,  1944. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Born  in  Juniata  township,  Bedford  Co.,  Pa.;  married  John 
Harmon;  grade  education;  children: 
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Sarah  Ellen  Kinsey  Harmon  Clarence  Harmon 


(1)  Clarence  Harmon,  R.  D.  3,  Berlin,  Somerset  Co.,  Pa.; 
married  Leora  May  Glessner,  1927;  education: 
grades  completed;  farmer;  children:  Ruth  Louise 
Hai mon  (married  to  Alvin  Bruck  and  have  three 
children:  Melvin  Eugene,  Carol  Maxine,  and  Clara 
May  Bruck)  ;  Edgar  Charles  Harmon,  married  to 
Carol  Dean  Guthrie  of  North  Carolina;  and  Eva 
Jean  Harmon,  and  Fanny  May  at  home.  A  Clan 
enthusiast. 

(2)  Roy  Harmon,  923  Lemon  St.,  Johnstown,  Pa.;  mar¬ 
ried  Evelyn  C.  Rudge,  June  10,  1927;  education: 
grades  completed,  and  2  years  at  Shippensburg  State 
teachers  College,  1  year  Business  School;  carpenter 
and  cabinet  maker;  one  daughter,  Martha  Jane 
Harmon. 


4.  HARVEY  KINSEY,  Oct.  31,  1874— March  16,  1944. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Mildred  L.  Kinsey,  April  2,  1902 _ 

5  (2)  Erma  May  Kinsey,  Nov.  13,  1906 — 

5  (3)  Arley  R.  Kinsey,  Aug.  3,  1908— 

5  (4)  George  W.  Kinsey,  Nov.  19,  1912— 

5  (5)  Charles  Kinsey,  Jan.  30,  1916— Jan.  30,  1916. 

5  (6)  John  A.  Kinsey,  July  30,  1919 — 

5  (7)  Nov.  5,  1921— 

-p  , Purvey  Kinsey,  1874 — 1944,  born  in  Juniata  township;  Bed- 
lord  Co.,  Pa.;  married  Daisy  A.  Reichman,  1901,  of  Wood  Co. 
Ohio;  grade  education;  oil  producer.  Deceased. 
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Left  to  right:  George  Kinsey,  Arley  Kinsey, 
Erma  Kinsey  Hutchins,  Mrs.  Harvey  Kinsey, 
Harvey  Kinsey  (kneeling). 


4.  HESTER  C.  KINSEY,  Dec.  7,  1876  — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Born  in  Juniata  township,  Bedford  Co.,  Pa.;  married 
George  Hofecker,  1899;  grade  education;  children: 


Hester  C.  Kinsey  Hofecker  Verda  M.  Hofecker  Albaugh 

(1)  Verda  M.  Hofecker  Albaugh,  1700  Winter  St.,  Johns¬ 
town,  Pa.;  married  Alvin  Albaugh,  1927;  grade 
school  education;  housewife. 
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Robert  E.  Hofecker  Charles  K.  Hofecker 


.  (2)  Robert  (E.  Hofecker,  4202  Greenbrier  Ave.,  Chatta¬ 
nooga,  Tenn.;  married  Lota  Lamberson,  1946;  grade 
education. 

(3)  Helen  Mildred  Hofecker  (deceased). 

(4)  Charles  K.  Hofecker,  1195  William  Penn  Ave., 
Johnstown,  Pa.;  married  Erma  Fern  Keiper,  1928; 
grade  school  education ;  sales  clerk. 

Husband  deceased,  1930. 

Present  address:  1700  Winter  Street,  Johnstown,  Pa. 


4.  WILLIAM  KINSEY,  July  10,  1878— 

3.  Jacob  Kinsey,  1844 — 1911. 
2.  Henry  Kinsey,  1804 — 1876. 
1.  Jacob  Kinsey,  1769 — 1851. 


William  Kinsey 


Mrs.  William  Kinsey 
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William  Kinsey  —  Birth  Place 


WMmm  Kmsey,  1878-  ,  bo™  in  Juniata  townnship, 

H  Schellsburg,  Bedford  Co.,  Pa.;  of  Jacob  and  Kathryn 

1010  H°ff^el')  Kmsey>  Ju’y  10,  1878;  married  Minnie  E.  Howe, 
910,  m  Johnstown,  Pa.;  teacher  17  years  (Teaching  experience 
began  in  the  one-room  ungraded  schools,  and  ended  in  college 
as  Professor  of  Bible  and  Church  History  for  nine  years.)  ;  pas- 
toi  lb  years,  one  year  pinch-hitting-  pastor,  French  Broad  Con¬ 
gregation,  R.  D.,  White  Pine,  Tenn.,  1951-52,  supply  preaching 
Bible  Institutes,  lecturing,  painting  murals,  etc.,  since  retire¬ 
ment;  degrees:  B.  E.,  1906,  Juniata  College;  A.  B.,  1913  (ibed)  ; 
B.  D.,  1915,  Bethany  Biblical  Seminary,  Chicago,  Ill.;  graduate 
work,  The  Johns  Hopkins  University,  1924;  made  a  minister  in 
the  Church  of  the  Brethren,  1908,  ordanied  to  the  full  ministry 
(Eldership),  1917;  author  of  books  and  booklets,  writer  of 
poetry;  hobbies:  poetry  and  painting;  numerous  aptitudes  me¬ 
chanically;  during  ministry,  teaching,  and  retirement  has 
preached  and  given  addresses  more  than  3,000  times;  together 
with  his  first  wife,  became  the  foster  parents  of  S.  Ruth  Howe, 
and  Joseph  W.  Howe  in  1917;  became  a  widower  March  16, 
1945;  married  Essie  Olive  Stoner,  April  21,  1947;  present  ad¬ 
dress:  329  South  Ridge  Avenue,  Greencastle,  Pa.,  since  1949. 
(For  a  fuller  biography  see  “A  History  of  Jacob  Kinsey  And 
His  Descendants”;  also  “Church  of  the  Brethren  Histories”  of 
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Middle  District  of  Pennsylvania,  and  the  Eastern  District  of 
Maryland  and  its  new  History  being  published. 

This  brief  biogrphaical  account  is  closed  with  a  few  selec¬ 
tions  of  poetry,  hobby  products : 

THAT  I  MIGHT  SEE 

I’ve  heard  of  One  who  is  the  Light, 

Who  ope’s  the  eyes  of  men; 

Who  is  as  radiant  dawn  to  night 
When  day  returns  again. 

They  say  He  has  the  Magic  Touch; 

And  Bartimaeus  sees. 

Thou  Son  of  David,  I  am  such; 

My  sight  wilt  Thou  release. 

They  say  the  Dayspring’s  in  the  sky 
With  healing  in  his  beams : 

How  ambered  vistas  feast  the  eye; 

And  how  His  halo  gleams. 

They  sing  of  blooms,  and  talk  of  hue, 

And  sunny  climes  for  aye, — 

0  Lord,  this  would  I  have  Thee  do: 

I  too  would  see,  I  pray. 

SIGNS  OF  THE  TIMES 

There’s  murder  and  hate,  suffering  and  pain; 

There’s  doing  evil  that  good  may  come. 

Life  is  “dirt  cheap,”  and  the  church  is  vain; 

And  the  home  is  all  out  of  plumb. 

The  state  is  supreme,  her  god  is  Dagon, 

Or  Mammon,  or  Moloch,  —  whatever  the  name. 

Her  worship  is  Christless  and  pagan, 

And  a  brazen,  bumptious  shame. 

There’s  the  “purge”;  and  the  headman’s  axe, — 

A  barbarous,  and  a  bygone  fate. 

The  childless  are  taxed  with  a  super-tax 
For  failing  the  might  of  the  state. 

The  Whites  hate  the  Blacks,  the  Jew  is  killed; 

And  the  neighborhood  World  is  a  mess. 

It’s  “dog-eat-dog,”  no  matter  the  guild, — 

Tomorrow  is  only  a  guess. 

( From  Signs  of  the  Times) 

CALAMITIES 

Calamities!  Why  have  them? 

Disasters  dot  the  globe.. 

And  who  is  there  to  saye  them,  (yA  jv'£. ) 

Like  friends  of  ancient  Job? 

It’s  fate  to  have  a  cancer; 


125 


And  bad  to  have  a  stroke; 

And  slim  will  be  your  chance,  sir, 

To  have  a  neck  that’s  broke. 

MY  COMPANION  AND  I 

I  plight  anew  my  love  to  thee, 

And  pray  the  years  be  sweeter; 

I  in  you,  and  you  in  me, 

And  we  in  Him  completer. 

Let’s  nobly  live  Life  Beautiful, — 

Let  roses  be  our  token; 

I  will  be  thine  more  dutiful 
Before  the  Tie  is  broken. 

O  Sweetness,  halt,  I  too  must  plight,  — 
Thy  love  is  my  redeeming*; 

I  pray  for  grace  to  do  the  right, 

And  make  it  more  than  seeming. 

The  marriage-clock  is  ticking  time; 

And  Life  Eternal’s  looming, — 

For  Love  is  Life, — O  how  sublime — 
Today  we’re  in  the  grooming. 

DOWN  AT  THE  CHURCH 

A  boon  so  rare:  The  Worship  hour, 

Down  at  the  church,  surcharged  with  power. 
Down  at  the  church  to  sing  and  pray; 

And  learn  to  live  the  Jesus- Way. 

THINGS  I  LOVE 

I  love  to  walk  with  God  all  day — 

As  Enoch  walked  with  Him  away, — 

To  walk  and  talk  without  concern, — 
Agoing  on,  and  ne’er  return. 

I  love  to  talk  with  Jesus  here, 

When  sick,  or  hungry, — He’s  so  near. 

I  love  the  child  so  pure  and  true, 

I  want  to  be  just  born  anew. 

I  love  to  live  where  I  can  see 
The  dainty,  black-capped  chickadee; 

And,  too,  can  see  the  daisies  bloom 
In  God’s  most  spacious  outer  room. 

I  love  to  see  God’s  vaulted  skies 
So  filled  at  night  with  angels’  eyes; 

And  love  to  be  alone  at  night 
Awhile  with  Him  who  is  the  Light. 

I  love  to  hear  the  mocking  bird ; 

And  tones  the  pussy  willow  purred 

I  love  the  thunder’s  clap  on  high, _ 

How  God  His  voice  doth  amplify! 


126 


I  love  the  broadcasts  day  by  day 
Of  uttered  speech  in  roundelay; 

I  love  to  see  Divine  TV. — 

The  vistas  of  eternity. 

HALTED  —  WHOA! 

When  fools  get  hold  the  steering  wheel, 

And  off  at  ninety  per,  or  so, 

And  meet  a  post,  you  sort’o  feel 

That  Wooden  Chief  yelled  out  a  “Whoa!” 

At  break-neck  speed,  their  car  was  ditched,  — 

Thus  Nature  halted  all  the  fools. 

When  they  awoke,  all  taped  and  stitched, 

They  knew  they’d  broke  the  highway  rules. 

IT  IS  BETTER 

It  is  better  to  eat  of  the  fruits  and  the  meats 
Than  to  chew  on  the  rag,  or  be  biting  the  dust. 

It  is  better  to  quaff  of  the  milk  and  the  sweets 

Than  to  drink  of  wrath’s  bowl ;  or  be  coating  with  rust. 

It  is  better  to  hunger,  and  share  what  you’ve  got 
For  the  sake  of  the  needy  in  far  away  lands; 

If  they,  too,  can  have  drink,  and  a  roast  in  the  pot, 

For  Christ’s  sake,  and  their  sakes  through  your  kind  help¬ 
ing  hands. 

It  is  better  to  lift  than  to  sit  idly  by; 

To  continually  fault,  and  to  kick  and  to  knock. 

It  is  better  to  live  for  a  purpose,  and  die, 

Than  to  live  just  to  eat;  and  to  be  only  a  mock. 

It  is  only  by  purposeful  living  you  count, 

Though  the  years  be  but  twenty,  or  eighty,  or  more. 

It  is  what  you  have  done,  and  the  way  you  surmount 
That  will  rate  you  a  star  with  the  heroes  of  yore. 

It  is  better  to  heal  than  to  hurt  and  to  harm, 

What  a  boon  from  high  heav’n  so  incarnate  in  you. 

It  is  better  to  speak  kindly  words  with  a  charm 
Than  to  snub  with  the  tongue,  as  the  backbiters  do. 

It  is  better  to  see  what’s  beyond  —  the  unseen, 

As  the  pure  in  their  hearts  see  the  God  of  all  things, — 
Than  to  grope  as  the  blind;  and  be  low,  and  be  mean, 

Only  giving  to  others  their  bites  and  their  stings. 

It  is  better  to  loose,  and  be  downed  at  all  cost, 

Than  to  win  in  life’s  bout  by  your  being  a  cheat. 

In  your  loosing  you’re  winning;  the  winner  has  lost; 

It’s  a  law  of  our  God;  for  the  trickster  can’t  beat. 

It  is  better  to  live  and  let  live  any  day 

Than  to  steal  and  to  kill  with  starvation  and  shell ; 

It  is  better  to  lack,  than  to  have,  aye  and  aye, 

The  regrets  and  remorse  of  the  demons  in  Hell. 
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CHEWERS 


0  yes,  there’re  some,  they’re  just  a  drag; 

You’ll  always  note,  behind  they  lag; 

They  talk  and  talk,  they’re  just  a  brag; 

What  do  they  more  than  chew  the  rag, 

And  prove  themselves  to  be  a  gag. 

And  others  are  so  mute  and  mum, 

And  cold  and  stiff  just  like  they’re  numb; 

Unlike  the  guy  while  chewing  gum, 

His  hammer  missed  and  cracked  his  thumb 
And  gave  him  a  delermm. 

There  never  will  a  hero  bud 

Who  comes  from  stock  of  common  blood, 

Who’s  no  more  stable  than  the  mud, 

You’ll  find  him  just  a  common  dud . 

Of  all  the  chewers,  white  or  black, 

Or  brownn  ,or  yellow  —  all  the  pack 
Must  yield  to  one  most  off  the  track, 

A  sort  of  hypochrondriac, — 

He  is  the  one  who  chews  to bac’. 

Certificate  of  Merit  in  Genealogy 

It  may  not  be  out  of  place,  and  it  is  with  a  deep  sense  of 
humility  that  the  writer  gives  room  for  the  following  items* 

(A) 

The  Council  of 

The  Institute  of  American  Genealogy 
has  the  honor  to  award  a 
CERTIFICATE  OF  MERIT  IN  GENEALOGY 

to 

Mr.  William  Kinsey 
In  Recognition  of 

Original  Research  and  a  Meritorious  Contribution 

to  the 

Archives  of  American  Genealogy 
in  the  compilation  of 
“ Kinsey  Genealogy ” 

and  to  nominate  the  compiler  as  a  candidate 
for  election  as  a 
FELLOW 
of 

The  Institute  of  American  Genealogy 
Chicago,  Illinois 
1939 


(B) 

Dear  Fellow  Author: 

pTp?ent«nreTttnrr'l?f  the  ?°5rd  of  Govei-nors  of  the  EU¬ 
GENE  FIELD  SOCIETY  a  resolution  was  adopted  to  the  effect 

that  an  Honorary  Membership  may  be  conferred  upon  an  author, 
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in  recognition  of  his  or  her  outstanding  contribution  to  contem¬ 
porary  literature,  etc.  Copy  of  certificate  of  Honorary  Member¬ 
ship  follows: 

EUGENE  FIELD  SOCIETY 
(Field’s  Picture,  1850-1895) 

NATIONAL  ASSOCIATION 
OF  AUTHORS  AND  JOURNALISTS 
Organized  to  perpetuate  the  name  of  Eugene  Field 
and  Chartere  d  by  the  State  of  Missouri 
Certificate  of 

HONORARY  MEMBERSHIP 
KNOW  ALL  MEN,  by  these  presents,  that: 

Rev.  William  Kinsey  having  by  his  writings  made  an  outstand¬ 
ing  contribution  to  contemporary  literature;  and  the  Board  of 
Governors  of  the  Eugene  Field  Society  being  desirous  of  grant¬ 
ing  recognition  to  Authors  who  distinguish  themselves  in  the 
field  of  letters;  and  the  Board  of  Governors  having  adopted  a 
resolution  to  that  effect  at  one  of  its  regular  meetings; 

Now,  therefore,  I,  John  George  Hartwig,  National  Presi¬ 
dent  of  the  EUGENE  FIELD  SOCIETY,  by  authority  vested  in 
me  by  the  Board  of  Governors,  do  hereby  confer  on  the  Author 
whose  name  is  above  written,  an  HONORARY  MEMBERSHIP 
in  the  EUGENE  FIELD  SOCIETY,  with  all  the  rights  and 
privileges  to  that  membership  belonging  and  appertaining. 

In  testimony  whereof,  I  have  hereunto  affixed  my  signature 
as  National  President  of  the  Eugene  Field  .Society,  at  the  Eu¬ 
gene  Field  House,  (where  Eugene  Field  lives,)  in  the  City  of 
St.  Louis,  and  the  State  of  Missouri,  on  this  30th  day  of  Au¬ 
gust  in  the  year  of  Our  Lord  1941. 

Jno  George  Hartwig 

National  President 

Attest : 

Lola  Gregory 


4.  LAURA  EVE  KINSEY,  April  11,  1880— Feb.  14,  1914. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Born  in  Juniata  township,  Bedford  Co.,  Pa.;  married 
William  Klein,  Sept.  4,  1906,  Johnstown,  Pa.;  grade  education; 
interred  in  Schellsburg  Cemetery;  one  child: 

Johnn  Klein. 


4.  JOSEPH  KINZEY,  Oct.  2,  1881— 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Gladys  Almeda  Kinzey,  Dec.  20,  1906 — April  14, 
1932. 

5  (2)  Marion  Lucile  Kinzey  Frye,  Aug.  2,  1908 — 

5  (3)  Wilbert  Anson  Kinzey,  Feb.  5,  1910 — 

5  (4)  Evelyn  Mae  Kinzey,  May  24,  1919 — 
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Mrs.  Joseph  Kinsey  Joseph  Kinsey 

Joseph  Kinzey,  1881 —  ,  born  in  Juniata  township,  Bed¬ 

ford  Co.,  Pa.;  married  Nellie  May  Ream,  Johnstown,  Pa.,  1906; 
grade  education;  carpenter  and  quite  versatile;  he  was  active 
and  cooperative  in  getting  out  the  first  History,  and  has  con¬ 
tinued  the  same  since  in  official  and  committee  capacities,  as 
health  permitted.  Honorable  mention  to  him. 

Present  address:  1024  Ash  St.,  Johnstownn,  Pa. 

4.  EDITH  KINSEY,  Feb.  25,  1883— 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Born  in  Juniata  townnship,  Bedford  Co.,  Pa.;  married 
Grover  Miller,  1906;  present  address:  R.  D.  1,  Schellsburg,  Pa.; 
grade  education;  children: 

(1)  Reon  S.  Miller,  R.  D.  1,  Rockville,  Maryland;  mar¬ 
ried  Marjorie  Turner,  1942;  grade  education;  car¬ 
penter. 

(2)  Dora  M.  Miller,  Alum  Bank,  Bedford  Co.,  Pa.; 
married  William  Reighard,  1929;  education:  grades 
completed;  housewife. 

(3)  Goldie  K.  Miller,  R.  D.  1,  Schellsburg,  Pa.;  married 
Russell  S.  Miller,  1932;  housewife. 

(4)  Charity  L.  Miller,  New  Paris,  Pa.;  married  Oscar  I. 
Miller,  1939;  education:  grades,  and  one  year  of  high 
school;  housewife. 

(5)  Ford  M.  Miller,  R.  D.  1,  Schellsburg,  Pa.;  married 
Vivian  Mae  Lowery,  1944;  farmer;  military  service. 
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Reon  S.  Miller 


Dora  M.  Reighard 


Goldie  K.  Miller  Ford  M.  Miller  Edmond  L.  Miller 

(6)  Edmond  L.  Miller,  R.  D.  1,  Schellsburg,  Pa.;,  mar¬ 
ried  Gladys  M.  Growden,  1936;  grade  school  educa¬ 
tion. 


4.  JOHN  CHRISTOPHER  KINSEY,  June  16,  1884— 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Ernest  Kinsey,  March  25,  1909 — 

5  (2)  Byron  Kinsey,  Jan.  30,  1911 — 

5  (3)  Catherine  Kinsey,  Nov.  14,  1911 — 

5  (4)  Harry  Kinsey,  Dec.  27,  1921 — Jan.  4,  1922. 

5  (5)  George  William  Kinsey,  Feb.  22,  1923 — 

John  Christopher  Kinsey,  1884 —  ’born  in  Juniata 
township,  Bedford  Co.,  Pa.;  married  Bertha  Rose,  1908;  grade 
education;  farmer;  carpenter;  blacksmith;  living  near  Helix- 
ville,  Pa. 
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Mrs.  J.  C.  Kinsey _ J.  C.  Kinsey 


Present  address:  R.  F.  D.  1,  Schellsburg,  Pa. 


4.  ADAM  EDGAR  KINSEY,  March  25,  1886— 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Alva  Dean  Kinsey,  Nov.  6,  1915 — 

5  (2)  Edward  Harold  Kinsey,  April  20,  1917 — 

5  (3)  Jay  Alton  Kinsey,  Aug.  15,  1920 — 

5  (4)  Olin  Perry  Kinsey,  March  10,  1925 — Sept.  19,  1944. 
5  (5)  Warren  R.  Kinsey,  March  31,  1930. 

Adam  Edgar  Kinsey,  1886 —  ,  born  in  Juniata  township, 
Bedford  Co.,  Pa.;  married  Hattie  Myrtle  Miller,  1916;  grade  ed¬ 
ucation  ;  carpenter. 


4.  JACOB  HENRY  KINSEY,  April  30,  1888— Feb.  5,  1956. 
3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Fred  James  Kinsey,  April  4,  1919 — 

5  (2)  Marlin  Kenneth  Kinsey,  May  4,  1921 — 

5  (3)  Karl  Henry  Kinsey,  Dec.  5,  1922 — 

5  (4)  Ruthanna  Kinsey,  Dec.  19,  1927 — 


Left  to  right:  Marlin  K.  Kinsey,  Ruthanna  Kinsey, 
J.  Henry  Kinsey,  Lavada  Kinsey,  Karl  H.  Kinsey. 
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Jacob  Henry  Kinsey,  1888 —  ,  born  in  Napier  township, 

Bedford  Co.,  Pa.;  married  Lavada  Margarette  Allison,  1918; 
grade  education;  carpenter.  Deceased. 


4.  GERTRUDE  BELLE  KINSEY,  April  7,  1890—  ,  1894. 

4.  (INFANT),  April  7,  1890— April  7,  1890. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Twin  sisters;  interred  in  Schellsburg  cemetery. 

4.  MARGARET  KINSEY,  March  6,  1892— 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Born  in  Juniata  township,  Bedford  Co.,  Pa.;  married  Wil¬ 
liam  Umberger,  1915;  grade  education;  children: 

(1)  Henry  Victor  Umberger,  Miami,  Florida;  married 
Luella  Klinger,  1936;  education:  high  school;  engi¬ 
neer,  carpenter. 

(2)  Charles  Umberger  (died  in  infancy),  1917. 

(3)  Clair  G.  Umberger,  Everett,  Pa.;  married  Pauline 
Plavish,  1947;  high  school  education;  clerical  work; 
millitary:  Sea  Bees  2  years,  Pacific  Islands. 

(4)  Melda  Elizabeth  Umberger,  Cleveland,  Ohio;  mar¬ 
ried  John  Greathouse,  1947;  housewife. 

Present  address:  Johnstown,  Pa. 


Left  to  right:  Hester  Kinsey  Hofecner,  Margaret 
K.  Umberger  and  Jessie  Kinsey  Egolf. 
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Susie  Kinsey  Zimmers  Daniel  Egolf 

4.  JESSIE  PEARL  KINSEY,  April  5,  1894— 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Jessie  Pearl  Kinsey,  1894 —  ,  born  in  Juniata  township, 
Bedford  Co.,  Pa.;  married  Daniel  Egolf,  1915;  grade  school  edu¬ 
cation;  no  children;  Evangelical  United  Brethren  faith;  home¬ 
maker;  machine  and  needle  worker;  address:  229  David  St., 
Johnstown,  Pa.;  picture  above. 

She  was  always  an  interested  historical  cooperative;  always 
alert  and  on  the  lookout  for  historical  data.  She  had  a  knack 
of  knowing  what  was  of  importance,  would  collect  and  clip  and 
turn  over  the  data  to  the  Historical  Committee.  Certain  pic¬ 
tures,  and  other  historical  facts  would  not  be  in  this  History 
but  for  her  interests  and  cooperation.  She  has  made  distinctive 
contributions.  She,  like  many  others,  has  the  Committee’s  ap¬ 
preciation. 

4.  SUSIE  KINSEY,  Aug.  29,  1895— Jan.  24,  1950. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769—1851. 

Born  in  Juniata  township,  Bedford  Co.,  Pa.;  married  Lee 
Zimmers,  1915;  grade  education;  children: 

(1)  Katherine  Zimmers,  19230  Carrie,  Detroit  34,  Mich.; 
married  Stanley  Yates,  1938;  high  school  graduate, 
and  Beauty  Culture  School  graduate;  housewife. 

(2)  Irma  Pearl  Zimmers. 

(3)  Melvin  Deane  Zimmers. 

Deceased  Jan.  24,  1950;  interred  on  her  father’s  lot,  Schells- 
burg  Cemetery.  (Picture  above.) 
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4.  MARGARET  ELIZABETH  KINSEY,  May  4,  1865— Nov. 
23  1867 

3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  childhood. 


4.  WILLIAM  PENN  KINSEY,  Feb.  17,  1867— April  18,  1919. 
3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 


William  Penn 
Kinsey 


5  (1)  Ada  May  Kinsey,  Dec.  21, 

1892— 

5  (2)  Wilbur  Lowry  Kinsey,  Aug. 

29,  1894— 

5  (3)  Ernest  D.  Kinsey,  Jan.  18, 

1898— 

5  (4)  Paul  Lavern  Kinsey,  Aug.  26, 

1899— 

5  (5)  Albert  Carl  Kinsey,  Oct.  14, 

1913— 

William  Penn  Kinsey ,  1867 — 1919, 
born  in  Portersville,  Butler  Co.,  Pa.; 
high  school  graduate,  and  graduate  of 
Slippery  Rock  State  Normal  School; 
bookkeeper  and  vice-president  of  the 
Dambach  Lumber  Co.;  married  Aurelia 
Blanch  Cookson,  1891;  resided  in  Evans 
City,  Butler  Co.,  Pa. ;  deceased. 


4.  FRANKLIN  ADAM  KINSEY,  Feb.  9,  1873— Oct.  16,  1928. 


Franklin  Adam 
Kinsey 


3.  Jacob  Henry  Kinsey,  1832 — 
1897. 

2.  William  Kinsey,  1808 — 1879. 
1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Lester  .Edward  Kinsey,  Jan,  7, 

1906—  Nov.  2,  1908. 

5  (2)  Malcolm  S.  Kinsey,  Sept.  7, 

1907— 

5  (3)  Ruth  E.  Kinsey,  Oct.  13,  1910 — 

5  (4)  Mary  Louise  Kinsey,  May  12, 
1944 — Nov.  21,  1916. 

Franklin  Adam  Kinsey ,  1873 — 1928, 
born  in  Potersville,  Butler  Co.,  Pa. ;  mar¬ 
ried  Louise  Schempp,  1904;  grade  educa¬ 
tion  ;  painter ;  was  a  resident  of  Butler 
Co.,  Pa.;  deceased. 
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4.  GEORGE  WASHINGTON  KINSEY,  Dec.  29,  1874— March 
7,  1941. 


8.  Jacob  Henry  Kinsey,  1832 — 
1897. 

2.  William  Kinsey,  1808—1879. 
1.  Jacob  Kinsey,  1769 — 1851. 

Never  married;  grade  education; 
road  supervisor;  residing  in  Portersville, 
Butler  Co.,  Pa.;  deceased  March  7,  1941. 


Geo.  Washington 
Kinsey 


4.  JOHN  CHARLES  KINSEY,  Aug.  23,  1877— 


John  Charles 
Kinsey 


3.  Jacob  Henry  Kinsey,  1832 — • 
1897. 

2.  William  Kinsey,  1808 — 1879. 
1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Plelen  Blanch  Kinsey,  March  2, 
1910— 

5  (2)  Hazel  Gilbert  Kinsey,  May  20, 
1912— 

Johnn  Charles  Kinsey,  1877 —  , 
born  in  Portersville,  Butler  Co.,  Pa.; 
married  Maude  Edith  Norris,  1906; 
grade  education;  sadler. 

Present  address:  Harmony,  Butler 
Co.,  Pa. ;  deceased. 


4.  CHARLES  BLISS  KINSEY,  March  17,  1865—1939. 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769—1851. 

5  (1)  Margaret  Kinsey. 

5  (2)  Pearl  Kinsey. 

Charles  Bliss  Kinsey,  1865 — 1939,  born  in  Juniata  township, 
Bedford  Co.,  Pa.;  married  Catherine  Shafer;  grade  education; 
farmer. 

Valley  City,  Medina  Co.,  Ohio.  Deceased. 
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4.  WILLIAM  HENRY  KINSEY,  Sept.  6,  1867— Oct.  26,  1924. 
3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Harold  Lester  Kinsey,  May  26,  1901 — 

5  (2)  Mae  Lanora  Kinsey,  July  9,  1904 — 

5  (3)  Helen  Gertrude  Kinsey,  Aug.  4,  1906 — 

5  (4)  Mildred  Rebecca  Kinsey,  March  13,  1911 — 

5  (5)  George  Edward  Kinsey,  Feb.  10,  1918 — 

William  Henry  Kinsey,  1867 — 1924,  born  in  Juniata  town¬ 
ship,  Bedford  Co.,  Pa.;  on  the  homestead  of  his  grandfather; 
married  ;  grade  education;  farmer;  interred 

in  Beebetown  (Ohio)  cemetery. 


4.  CALVIN  OTTO  KINZEY,  April  16,  1874— March  11,  1941. 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Florence  Taylor  Kinsey,  June  5,  1901 — April  29, 
1907. 

5  (2)  Albert  Freeman  Kinsey,  Jan.  25,  1903 — 

Calvin  Otto  Kinsey,  1874 — 1941,  born  in  Juniata  township, 
Bedford  Co.,  Pa.,  on  the  homestead  of  his  grandfather;  married 
Elizabeth  Taylor,  1900;  education:  one  year  in  high  school,  three 
years  in  college;  graduate  in  Special  Chemistry,  Philadelphia 
College  of  Chemistry;  chemist,  superintendent  of  plant.  It 
should  be  said  also  of  him  that  he  too  made  a  substantial  dona¬ 
tion  ($25.00)  for  the  printing  of  the  first  History. 


4.  EDMOND  LUKENS  KINSEY,  Oct.  28,  1878— 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

Edmond  Lukens  Kinsey,  1878 —  ,  born  in  Juniata  town¬ 
ship,  Bedford  Co.,  Pa.,  on  the  homestead  of  his  grandfather; 
married  Lena  Ethel  Blake,  1905;  education:  high  school;  super¬ 
intendent  paper  mill;  no  children.  Edmond  is  another  Kinsey 
who  gave  toward  the  printing  of  History,  $25.00 ;  retired. 

Present  address:  Surf  City,  N.  J. 


4.  SARAH  ELIZABETH  KINSEY,  Aug.  31,  1880— Feb.  25, 
1881. 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 
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4.  SARAH  JANE  KINSEY,  April  8,  1860— Jan.  26,  1945. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Born  in  Bedford  Co.,  Pa.;  grade  ed¬ 
ucation;  married  E.  W.  Shaffer;  chil¬ 
dren  : 

(1)  Anna  V.  Shaffer,  May  13, 

1883 —  April  3,  1944;  married 
Jerry  McCreay;  grade  school; 
housewife. 

(2)  Howard  B.  Shaffer,  Jan.  21, 

1884 —  April  24,  1955;  mar¬ 
ried  Margaret  Scott;  grade 
school  education. 

(3)  Harvey  H.  Shaffer,  Nov.  3, 
1886 — June  9  ,  1948;  never 
married;  grade  school  educa¬ 
tion;  stage  hand;  had  mili¬ 
tary  service ;  was  retired. 

(4)  Frank  G.  Shaffer,  Jan.  17,  1889 — Jan.  10,  1951; 
married  Katherine  Corrigan;  grade  school  educa¬ 
tion;  laborer. 

(5)  Maggie  C.  Shaffer,  Sept.  15,  1891 — Feb.  8,  1951; 
married  George  H.  McGuire;  grade  school  education; 
housewife. 

(6)  Buran  Vance  Shaffer,  April  27,  1894 — Sept.  9,  1945; 
married  Todd  Shaffer;  grade  school  education; 
laborer. 

(7)  William  Jennings  Bryan  Shaffer,  April  16,  1898 — 
May  7,  1900. 

(8)  Ira  Shaffer,  March  6,  1901 —  ;  address  ?  ; 

married  Mabel  Heilman;  grade  school  education. 


4.  MARY  ELLEN  KINSEY,  Aug.  9,  1861— March  1,  1903. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mary  Ellen  married  John  Hitechew,  1881;  grade  education; 
children : 

(1)  Albert  Hitechew,  1881 — 1884. 

(2)  George  J.  Hitechew,  Oct.  13,  1884 —  ;  married 

Ellen  Nora  Logue,  April  14,  1908;  (Had  11  children: 
six  girls  and  three  boys  living,  one  boy  and  one  girl 
dead)  ;  grade  school  education;  mine  worker-assistant 


Sarah  Jane  Kinsey 
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foreman;  retired;  address:  223  Strayer  St.,  Central 
City,  Pa. 

(3)  Rachel  Hitechew,  born  1886;  married  Noah  Duncan 
(six  children  —  four  boys,  two  girls)  ;  grade  school 
education;  housewife;  address:  R.  D.  2,  Bedford,  Pa. 

(4)  Bertha  Hitechew,  born  1888,  deceased  1928;  married 
Richard  Gibbons  (six  children,  girls)  ;  grade  school 
education;  housewife. 

(5)  William  Henry  Hitechew,  born  1891;  married  Susan 
Spangle  (deceased)  ;  seven  children:  3  boys,  one  girl 
and  twin  girls,  one  boy  deceased;  carpenter  and  mine- 
worker;  grade  school  education;  address:  Lambert 
St.,  Central  City,  Pa. 

(6)  Eliza  Hitchew,  1893 — 1904. 

(7)  Luther  Daniel  Hitechew,  born  1896—  ;  married 

Hulda  Pebley  (deceased);  no  children;  grade  school 
eduaction;  mineworker;  military  service:  overseas 
in  France  and  Germany,  1917-1918,  5th  Division; 
address:  Central  City,  Pa. 

4.  AMANDA  CATHERINE  KINSEY,  Feb.  2,  1864— Oct.  25, 
1907. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


The  Amanada  Kinsey  Miller  Family 
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Amanda  Catherine  married  Albert  Miller,  1881;  grade  edu¬ 
cation  ;  children : 

(1)  Harvey  Benjamine  Miller,  July  16,  1882 —  ;  mar¬ 

ried  Martha  Gertrude  McCreary;  six  children:  two 
boys,  four  girls;  grade  school  education;  machinist; 
address:  1409  Scott  Ave.,  Johnstown,  Pa.;  retired. 

(2)  Emmanuel  Lee  Miller,  March  21,  1884;  married  Ella 
Kate  Zimmerman  (deceased);  children:  three  girls; 
grade  school  education;  baker;  retired;  address:  Bak- 
ersville,  Somerset  Co.,  Pa. 

(3)  Edmond  Franklin  Miller,  July  25,  1886 —  ;  mar¬ 

ried  Katherine  Margaret  Baserman ;  children :  two 
girls,  three  boys;  grade  school  education;  paper 
hanger;  retired;  address:  1201  Scott  Ave.,  Johns¬ 
town,  Pa. 

(4)  Oliver  Louis  Miller,  Aug.  27,  1888 —  ;  married 

Freda  R.  Bruening;  two  children:  one  boy,  one  girl 
(deceased)  ;  grade  school  education;  electrician;  re¬ 
tired;  address:  411  Coleman  Ave.,  Johnnstown,  Pa. 

(5)  Elizabeth  Viola  Miller,  March  27,  1895 —  ;  mar¬ 

ried  Arthur  F.  .Etienne:  children:  two  boys,  two 
girls;  grade  school  education;  housewife;  address: 
8468  Helen,  Centerline,  Mich. 

(6)  Florence  Windield  Miller,  Jan.  28,  1898 —  ;  mar¬ 

ried  Harry  Shauley;  children:  an  adopted  daughter; 
grade  school  education:  housewife;  address:  112 
Cedar  St.,  Johnstown,  Pa. 

4.  ANNIE  ELIZA  KINSEY,  May  5,  1866— Oct.  13,  1888. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Adam  H.  Strayer;  grade  education;  children: 

(1)  Martha  Viola  Strayer,  Feb.  16,  1886 — March  11, 
1953;  married  Dorse  Lohr;  children:  two  boys,  three 
girls;  grade  school  education;  housewife;  address: 
135  Marshall  Ave.,  Johnstown,  Pa. 

4.  PETER  E.  KINSEY,  April  1,  1868— Sept.  9,  1912. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Ida  Catherine  Kinsey,  Dec.  30,  1893 — March  24,  1901. 

5  (2)  George  William  Kinsey,  June  11,  1896— June  20, 
1899. 

5  (3)  Samuel  H.  Kinsey. 

5  (4)  C.  Margaret  Kinsey. 

5  (5)  Peter  Clifford. 

Peter  E.  Kinsey ,  1868 — 1912,  married  Annie  Workinger 

1892;  grade  education;  laborer;  died  in  Johnstown,  Pa. 
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4.  EMMA  AGNES  KINSEY,  March  31,  1870— March  8,  1872. 
Died  young. 


4.  CARRIE  BELLE  KINSEY,  Nov.  15,  1872— Jan.  8,  1935 
3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Carrie  Belle  married  Henry  Stork,  1892;  grade  education; 
children : 

(1)  Kate  Stork,  Dec.  10,  1893 —  ;  married  Louis  T. 

Wagner;  grade  and  high  school  education;  steno¬ 
grapher  and  clerk;  Lutheran  faith;  widowed  Oct.  30, 
1952;  born  in  Johnstown,  Pa.;  address:  801  Oak  St., 
Johnstown,  Pa.  One  daughter,  Carolyn,  1919 — 1946. 

4.  FRANK  BENJAMIN  KINSEY,  March  21,  1875— 

Jan.  9,  1938. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


Frank  R.  Kinsey  Frank  B.  Kinsey 
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5  (1)  Maurice  Eugene  Kinsey,  March  11,  1899 — June  6, 
1899. 

5  (2)  Mabel  June  Kinsey,  June  6,  1904 — 

Frank  Benjamin  Kinsey,  1875 — 1938;  married  Mary  A.  Ott, 
1896;  a  commercial  school  graduate;  lumberman;  address: 
Johnstown,  Pa.;  (for  a  fuller  account  of  the  life  of  Frank  B. 
Kinsey,  see  chapter  VIII  of  this  volume,  and  chapter  XIV  of 
First  History. 


4.  AMARIAH  WILSON  KINSEY,  June  29,  1878— 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


Amariah  Wilson 
Kinsey 


5  (1)  Hazel  M.  Kinsey,  Feb.  8,  1905 
—July  18,  1905. 

5  (2)  Viona  E.  Kinsey,  Sept.  17, 
1906— 

Amariah  Wilson  Kinsey,  1878 —  , 
born  in  Napier  township,  Bedford  Co., 
Pa.;  grade  education;  married  Bertha 
Wonders,  1904;  lumberman-yardman; 
address:  1001  Bloom  St.,  Johnstown, 
Pa.;  Evangelical  United  Brethren 
Church  faith. 


4. 


JAMES  MARTIN  KINSEY,  May  11,  1880— 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769—1851. 

HI  P^Pi1  Kinsey,  April  4,  1904— Sept.  16,  1921. 

(2)  Mildred  Kinsey,  May  28,  1908 — 

(3)  Earl  Kinsey,  June  6,  1910— 

(4)  Woodrow  Kinsey,  Nov.  6,  1912 — 

(5)  Dorothy  Kinsey,  July  18,  1915 — 

(6)  Paul  Kinsey,  Nov.  24,  1919 — 

(7)  Betty  Kinsey,  May  1,  1921 — 


5 

5 

5 

5 

5 

5 


James  Martin  Kinsey,  1880—  ,  born  in  Napier  town¬ 

ship,  Bedford  Co.,  Pa.  ;  married,  first,  to  Magdalena  Miller,  1903, 
second,  to  Mrs.  Jessie  Cox,  1925;  no  children  to  the  second 
union;  grade  education;  lumberman;  deceased.  James  M.  Kinsey 
was  a  loyal  Kinsey.  As  a  mark  of  his  loyalty,  he  gave  $150.00 

toward  printing  and  publishing  the  first  Kinsey  History _ 

more  than  any  other  Kinsey  unless  it  was  his  brother  Frank 
Post  mortem  praises  are  late,  but  at  the  time  donations  were 
not  revealed. 


4.  HESTER  LOUISE  KINSEY,  June  5,  1885— Oct.  6.  1953. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.‘  Jacob  Kinsey,  1769 — 1851. 


Hester  Louise  was  born  in  Napier  township,  Bedford  Co., 
Pa.;  married  Garfield  Small,  1904;  grade  education.  She  was  a 
sunbeam  of  a  personality,  and  added  a  fine  contribution  to  the 
Kinsey  descendants.  Children : 


Clifford  Eugene  Small  Vera  Small  McCoy 
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(1)  Clifford  .Eugene  Small,  1905 — 1938;  married  Ruth 
Holsopple,  1904 — 1934;  graduate  Johnstown  High 
School;  clerk  City  Trtasurer  Office  12  years;  Time 
Clerk  in  Bethlehem  Office  at  time  of  decease. 

(2)  Vera  Small  McCoy,  Feb.  7,  1907 —  ;  married  Gil¬ 

bert  McCoy;  three  children:  one  daughter,  two  sons; 
graduate  State  Teachers  College,  Indiana,  Pa.;  Art 
Supervisor,  Penn  State  University;  address:  108 
Chrysler  Ave.,  Johnstown,  Pa. 

(3)  Donald  Small,  Feb.  27,  1909—  ;  married  Ruth 

Anna  Costlow;  children:  four  daughters;  high  school 
education;  Engineering  Draftsman;  address:  1003 
Bedford  St.,  Johnstown,  Pa. 

(4)  Earl  Small,  April  19,  1911— May  31,  1913. 

(5)  Dorothy  Louise  Small,  June  20,  1914 —  ;  married 

Wilbur  R.  Ling;  children:  three  sons,  two  daughters; 
graduate  Johnstown,  Pa.,  high  school,  two  and  one- 
half-years  Nurse’s  Training;  practical  nurse  (li¬ 
censed  m  New  York);  address:  456  Harvard  St. 
Rochester  7,  N.  Y. 


James  Garfield  Janis  Ruth  Small 

Small 


(6)  James  Garfield  Small,  Jan.  22,  1916 —  ;  married 

Betty  Martin;  two  children;  Mary  Shirenn,  May  15 
1946,  and  Mark  James,  Nov.  13,  1950;  A.  B.  degree 
(majoring  in  Geology),  Mackay  School  of  Mines, 
University  of  Nevada;  Jewelry  Store  Manager;  Mili- 
.frY*£e :  Captain  (Battery  Commander)  Army 
ol  United  States,  eight  years  total  service;  instructor 
m  Genuine  Identification  and  Evaluation  at  the 
Gemological  Institute  of  America  for  five  years- 
member  of  the  American  Gem  Society,  Registered 
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Jeweler,  Certified  Gemologist,  Fellow  Gemological 
Association  (Great  Britain);  address:  312  Hinsdale, 
Fayetteville,  North  Carolina. 

(7)  Janis  Ruth  Small,  April  14,  1929 —  ;  married 

Thomas  O.  Moss;  two  sons;  graduate  Richland  Twp. 
High  School,  1947;  address:  R.  D.  3,  Box  217,  Johns¬ 
town,  Pa. 

It  will  be  noted  that  the  Garfield  and  Louise  Kinzey  Small 
family  has  a  large  and  honorable  record  of  educational  achieve¬ 
ment  —  all  the  living  sons  and  daughters  are  high  school,  col¬ 
lege,  and  university  graduates;  trained  in  varied  lines,  as  draft¬ 
ing,  nunrsing,  instructors,  supervising;  also  filling  creditable 
positions.  How  the  famed  Jean  Frazer  would  be  proud  of  such 
a  set  of  great-great-great  grandchildren.  This  family  of  Frazer 
descendants  commands  the  admiration  and  respects  of  the 
Kinsey  Clan. 


4.  MAZIE  KINSEY,  —Nov.,  1931. 

3.  John  Boyd  Kinsey,  1839 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mazie  never  married;  interred  in  the  Schellsburg  cemetery. 


4.  RUSSELL  KINSEY,  May  17,  1872—Sept.  14,  1949. 

3.  John  Boyd  Kinsey,  1839 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Francis  Kinsey. 

(Second  wife) 

5  (2)  Vernon  R.  Kinsey,  Aug.  15,  1907 — 

5  (3)  Robert  M.  Kinsey,  March  31,  1910 — 

Russell  Kinsey,  1872 — 1949;  married  (a)  Grace  Corle,  (b) 
Mrs.  Sarah  Slack  Gollipher;  grade  education;  farmer;  resided 
in  Schellsburg,  Pa. 


4.  MARTHA  KINSEY,  May  27,  1874— Nov.,  1931. 

3.  John  Boyd  Kinsey,  1839 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Martha  married  Charles  Boyd;  grade  education;  deceased, 
interred  in  Schellsburg  cemetery;  children: 

Robert  Boyd. 

John  Boyd. 
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4.  LEMON  KINSEY  (no  report)* 


3.  John  Boyd  Kinsey,  1839 — 1916. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


Married  Anna  Wertz;  deceased. 


4.  PETER  KINSEY. 

3.  John  Boyd  Kinsey,  1839 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

No  children;  married  Molly  Beard;  grade  education;  labor¬ 
er;  deceased. 

4.  LORENZA  DOWELL  KINSEY,  June  30,  1884— 

3.  John  Boyd  Kinsey,  1839 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Forest  Glenn  Kinsey,  Oct.  24,  1921 — 

Lorenza  Dowell  Kinsey,  1884 —  ;  was  born  in  Somerset 

Co.  (Lingtown),  Pa.;  married  Mollie  Strickland,  1908;  grade 
education;  laborer;  address:  338  Eastview  St.,  Jackson,  Miss; 
wife  deceased  Nov.  15,  1946;  interred  in  Richland  cemetery, 
Cambria  Co.,  Pa. 

*Many  records  incomplete  through  lack  of  responses. 


4.  JOHN  KINZEY,  March  25,  1864— Dec.  29,  1951. 

3.  Deywalt  Kinsey,  1940 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Bertha  Alberta  Kinsey,  Aug.  29,  1889 — Nov.  8,  1889. 
5  (2)  Ralph  Penrose  Kinsey,  Nov.  8,  1890 — 

5  (3)  Elsie  Pearl  Kinsey,  Aug.  14,  1893 — 

5  (4)  Clarence  Berton  Kinsey,  April  3,  1896 — 
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5  (5)  Edna  May  Kinsey,  Feb.  11,  1899 — 

5  (6)  Ira  Eugene  Kinsey,  Oct.  20,  1902 — 

5  (7)  George  Homer  Kinsey,  April  11,  1905 — April  lo, 

1905. 

John  Kinsey,  1864 — 1951;  was  born  in  Somerset  Co.,  Pa.; 
married  Jessie  Penrose;  wife  died  1947;  local  normal  school 
education,  leading  to  Professional  certificate ;  resided  in  Johns¬ 
town,  Pa.  Mr.  Kinsey  taught  in  the  rural  schools,  mostly  in 
Napier  and  Juniata  townnships,  for  20  years.  He  won  the 
repuatation  of  being  a  good,  practical  school  teacher.  And  to 
this  the  writer  can  bear  testimony  since  he  was  his  pupil  for  a 
nnumber  of  years.  He  had  good  methods  in  teaching,  and  his 
pupils  learned  rapidly  as  a  rule.  In  fact,  after  having  taught 
for  17  years  myself  —  from  the  rural  school  through  to  college 
—  I  marvel  that  he,  as  well  as  other  rural  teachers,  could  teach 
so  much,  having  ungraded  conditions.  Mr.  Kinsey  was  a  fine 
pensman  ,a  good  singer,  had  a  congenial  disposition,  and  nevei 
failed  to  moralize  in  his  teaching.  Some  of  the  religious  ideals 
of  the  writer  were  occasioned  by  this  teacher  whom  he  now  de¬ 
lights  to  honor  in  a  special  way.  Long  live  the  ideals  he  held 
up,  and  the  morals  he  taught.  Many  of  the  best  things  he 
taught  were  extra-curricular.  He  was  of  the  Lutheran  faith. 
Interment  in  Richland  Cemetery. 


4.  HIRAM  KINSEY,  May  18,  1866— Dec.  16,  1932. 

3.  Deywalt  Kinsey,  1940 — 1914. 

2.  Peter  Kinsey,  1811 — '1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Arthur  Robert  Kinsey,  Sept.  16,  1893 — 

(Second  wife) 

5  (2)  Edgar  Lee  Kinsey,  Feb.  28,  1902 — 

5  (3)  Ivan  Nelson  Kinsey,  Feb.  17,  1904 — 

5  (4)  Clifford  Paul  Kinsey,  Nov.  28,  1905 — 

5  (5)  Mabel  Kinsey,  July  23,  1907 — 

5  (6)  George  Kinsey,  April  25,  1910 — 

5  (7)  Arvilla  Kinsey,  Nov.  17,  1911 — 

5  (8)  Gertrude  Kinsey,  Dec.  9,  1913 — Oct.  1,  1915. 

Hiram  Kinsey,  1866—1932,  was  born  in  Napier  township, 
Bedford  Co.,  Pa.;  married  (a)  Mary  Geisel,  1891;  (b)  Savilla 
Lehman,  1901;  wife  died  Dec.  29,  1952;  grade  education;  labor¬ 
er;  died  in  Johnstown,  Pa. 


4.  ANNE  ELIZABETH  KINSEY, 

Aug.  30,  1867— April  26,  1909. 
3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Annie  Elizabeth  Kinsey,  Aug.  30,  1867 — April  26,  1909 ; 
born  in  Napier  township,  Bedford  Co.,  Pa.;  married  William 
Ling;  grade  education;  Children: 
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(1)  Nicholas  David  Ling,  1887 — married  Myra  Lohr;  re¬ 

sides  in  Akron,  Ohio;  one  child:  Robert  Ling  who 
married  Evelyn  Joover. 

(2)  Carrie  Ling,  1889 — ;  married  Samuel  R.  Moors;  ad¬ 

dress:  509  Summit  Ave.,  Johnstown,  Pa.;  Children: 

William  Moors,  single,  at  home. 

Florence  Moors,  married  to  Wm.  Randall. 
Bernard  Moors,  married  Laura  Gindlesberger. 
Margis  Moors,  married  Jack  Meyer. 

Claire  Moors,  resides  in  California. 

Donald  Moors,  U.  S.  Army,  Alaska. 

Joan  Moors,  married  Donald  Heeter. 

Jay  Moors,  single,  at  home. 

(3)  Lohman  Ling,  1892;  married  Mildred  Francis  Tozer; 
Painter;  resides  in  Johnstown,  619  Oak  St.;  Chil¬ 
dren: 

Erma  Evelyn  Ling,  married  Robert  Benson 

(deceased) 

Willard  Lohman  Ling,  married  Joanne  Shaulis, 
Bethlehem  Steel  employee;  2  children:  Gary  Ling, 
and  Martha  Ling. 

Clifford  Hugh  Ling,  single,  at  home. 

Ronald  Bruce  Ling,  single,  at  home. 

Lois  Prudence  Ling,  married  Ray  Silk,  Detroit. 

(4)  Harry  A.  Ling,  1895;  married  Irene  Moors,  1913; 
foreman  Electral  Dept.,  Bethlehem  Steel  Co.;  resides 
in  Johnstown,  Pa.;  address:  115  Hickory  Lane. 
Johnstown,  Pa.;  Children: 

Alvin  Ling,  married  Ruth  Howard,  one  child: 
Linda  C.  Ling;  Electrician;  address:  408  Glennwood 
Ave.,  Johnstown,  Pa. 

James  Ling,  married  Betty  Gilbert;  3  children: 
Bonnie  Ling,  Dionne  Ling,  James  Ling,  Jr.;  .Elec¬ 
trician;  address:  406  Glennwood  Ave.,  Johnstown, 
Pa. 

(5)  Ernest  A.  Ling,  1898;  married  Eva  Evans;  Elec¬ 
trician  Bethlehem  Steel  Co.,  Johnstown,  Pa.;  address: 
695  Von  Lunan  Road,  Johnstown,  Pa.;  Children: 

Beverly  Ling. 

Ernest  A.  Ling,  Jr. 

(6)  Kenneth  Ling,  1901;  married  Cleo  Martin;  resides 
in  Akron,  Ohio. 

(7)  .Evelyn  Ling,  1903;  married  Chal.  Buterbaugh; 
Children: 

Harry  Buterbaugh. 

Patricia  Buterbaugh. 

Susan  Buterbaugh. 

Jerry  Buterbaugh. 

.  Terry  Buterbaugh. 

Deceased. 
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4.  MARY  JANE  KINSEY,  Aug.  15,  1869— Sept.  3,  1924. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mary  Jane  was  born  in  Napier  township,  Bedford  Co.,  Pa.; 
married  Emmet  Rhodes;  grade  education;  deceased;  children: 

Frank  Rhodes. 

Freda  Rhodes. 

Delpha  Rhodes. 


4.  PHOEBE  CATHERINE  KINSEY,  Feb.  24,  1871— 

Jan.  18,  1879. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Born  in  Napier  township,  Bedford  Co.,  Pa.;  died  at  age  of 
nine  years. 


4.  MARTIN  KINSEY,  March  31,  1873— Jan.  29,  1876. 

3.  Deywalt  Kinsey,  1840 — 1914 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Born  in  Napier  township,  Bedford,  Co.,  Pa.;  died  in  his 
third  year. 


4.  SARAH  MARGARET  KINSEY,  May  28,  1875— 

April  20,  1902. 

3.  Deywalt  Kinsey,  1840 — 1914 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Sarah  Margaret  was  born  in  Napier  township,  Bedford  Co., 
Pa.;  married  Scott  Beam;  grade  education;  deceased;  children: 

James  Beam. 

Charles  Beam. 

Clair  Beam. 


4.  REBECCA  MANDA  KINSEY,  April  10,  1878— 

3.  Deywalt  Kinsey,  1840 — 1914 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Rebecca  Manda  Kinsey,  1878 — ,was  born  in  Napier  town¬ 
ship  near  Helixville,  Bedford  Co.,  Pa.;  married  William  Jack- 
son  Bailey,  1899;  grade  school  education;  housewife;  address: 
R.  D.  4,  Sweetwater,  Tenn.  Children: 

(1)  Lettie  Bailey;  married  Bob  Mitchell;  grade  school 
education;  address:  Chattanooga,  Tenn. 
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(2)  Lillie  Bailey;  married  Evertt  Harkman;  grade  edu¬ 
cation;  address:  Indianapolis,  Ind. 

(3)  Lena  R.  Bailey,  married  Harmon  McKee;  grade 
education;  address:  R.  D.  4,  Vonore,  Tenn. 

(4)  Lattie  Fern  Bailey,  married  Major  Gann;  grade 
education;  address:  Chattanooga,  Tenn. 

(5)  Mildred  Rebecca  Bailey  Tate  (divorced)  ;  grade  edu¬ 
cation;  address:  R.  D.  4,  Sweetwater,  Tenn. 

(6)  Warren  Harding  Bailey,  married  Naomi  Trotter; 
grades  and  two  years  of  high  school;  military  serv¬ 
ice:  18  months  in  Air  Force;  deceased:  Feb.  24,  1945. 

4.  LAURA  ELLEN  KINSEY,  April  25,  1879— April  18,  1907. 

3.  Deywalt  Kinsey,  1840 — 1914 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Laura  Ellen  Kinsey  was  born  in  Napier  township,  Bedford 
Co.,  Pa.;  married  Sheridan  Harbaugh;  grade  education;  de¬ 
ceased;  children: 

Merle  Harbaugh. 

Alford  Harbaugh. 

Russell  Harbaugh. 

4.  IDA  MAY  KINSEY,  Jan.  31,  1885— Jan.  30,  1919. 

3.  Deywalt  Kinsey,  1840 — 1940. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ida  May  was  born  in  Napier  township,  Bedford  Co.,  Pa.; 
married  Nathaniel  Crumb;  grade  education;  deceased;  chil¬ 
dren  : 

(1)  Nellie  Crum,  1903;  married  E.  Harr;  lives  in  New 
Jersey;  children:  Ruth  Harr,  Ida  Harr,  June  Harr, 
and  Robert  Harr. 

(2)  Theodore  Crum,  1905 —  ;  married  Alice  Ober, 

1933;  has  one  child:  Theodore  Harr,  Jr.  (student); 
address:  1040  Bedford  St.,  Johnstown,  Pa. 

(3)  Marie  Crum,  1907 —  ;  married  Alfred  Pierce. 

(4)  David  Crum  (deceased). 


4.  JOHN  C.  KINSEY,  Aug.  25,  1867— May  1943. 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 
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Never  married;  grade  education;  a  veteran  of  Spanish- 
American  War;  died  in  Soldiers  Home,  Dayton,  Ohio,  May  1943. 

4.  MARY  LUCINDA  KINSEY,  June  8,  1868— 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mary  Lucinda  married  “Christ”  Alexander;  grade  educa¬ 
tion;  resides  near  Johnstown,  Pa.;  children: 

William  Alexander. 

4.  JACOB  KINSEY,  May  23,  1870— Aug.  5,  1954. 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  John  Crawford  Kinsey,  Dec.  1,  1893 — 

5  (2)  Lawrence  Albert  Kinsey,  May  23,  1896 — 

5.  (4)  Clara  Mildred  Kinsey,  Dec.  25,  1907 — 

Jacob  Kinsey,  1870 — 1954,  was  born  in  Bedford  Co.,  Pa.; 
married  Nametta  Allison,  1892;  grade  education;  laborer;  re¬ 
sided  in  Johnstown,  Pa. 

4.  ALBERT  C.  KINSEY,  April  8,  1872— 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Albert  C.  Kinsey ,  1872 —  ,  never  married;  grade  educa¬ 
tion;  through  an  accident  when  a  boy  he  lost  both  legs  and  one 
arm;  resides  m  Johnstown,  Pa. 

4.  DANIEL  M.  KINSEY,  April  18,  1874— 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Walter  C.  Kinsey,  Nov.  15,  1896 — 

5  (2)  Albert  Dewey  Kinsey,  March  10,  1898 — 

5  (3)  Edna  M.  Kinsey,  Aug  .12,  1900 — 


Mr.  and  Mrs.  Daniel  M.  Kinsey 
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5  (4)  Elsie  Viola  Kinsey,  Feb.  11,  1902 — March  25,  1902. 
5  (5)  Leroy  G.  Kinsey,  April  11,  1904 — May  16,  1950. 

5  (6)  William  L.  Kinsey,  Jan.  10,  1905 — 

5  (7)  Earl  W.  Kinsey,  May  12,  1907 — 

5  (8)  Harry  H.  Kinsey,  Dec.  23,  1909 — 

5  (9)  Clarence  C.  Kinsey,  Sept.  17,  1914 — March  16,  1919. 
5  (10)  Ralph  D.  Kinsey,  Dec.  31,  1915 — 

5  (11)  Mary  Madelyn  Kinsey,  June  29,  1918 — 

5  (12)  Betty  Jane  Kinsey,  Dec.  9,  1920 — 

Daniel  M.  Kinsey,  1874—  ,  was  born  in  Bedford  Co, 

Pa.;  married  Cora  B.  Harshberger,  1895;  grade  education; 
painter;  retired;  Brethren  Church;  address:  716  Yoder  St 
Johnstown,  Pa. 

4.  IDA  KINSEY,  Dec.  27,  1876— 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ida  married  R.  W.  Eash;  grade  education;  resides  in  or 
near  Johnstown,  Pa.;  children: 

Esther  Eash. 

4.  AMANDA  KINSEY,  Feb.  29,  1880— 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Amanda  married  James  Kaylor;  grade  education;  residence 
m  Johns  own,  Pa.;  children:  (daughter)  Kaylor. 


4.  ROY  DEWALT  KINSEY,  Oct.  24,  1885— 


3.  Amos  F.  K|nsey,  1856—1904. 
2.  Dewalt  Kinsey,  1814 — 1897. 
1.  Jacob  Kinsey,  1769—1851. 


5  (1)  Amos  Frank  Kinsey. 

(Second  Wife) 

5  (2)  Charles  Kinsey. 

5  (3)  Clarence  Kinsey. 

5  (4)  Dorothy  Mae  Kinsey. 

Roy  Dewalt  Kinsey,  1885 —  , 
was  born  in  Douglas,  Kansas,  married 
(a)  Lillie  Spevacek,  (b)  Ola  Brallier; 
grade  education;  resides  in  California. 


Roy  Dewalt 
Kinsey 
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4. 


MABEL  KINSEY,  April  22,  1887— 

_ 3.  Amos  F.  K|nsey,  1856 — 1904. 

2.  Dewalt  Kinsey,  1814 — 1897. 
1.  Jacob  Kinsey,  1769 — 1851. 

Mabel  married - Malone,  1908, 

in  Portales,  New  Mexico;  was  born  in 
Douglas,  Kansas;  grade  education;  tai- 
loress;  resides  in  Rowood,  Arizona;  chil¬ 
dren  : 

Ida  Alice  Malone. 

Ellis  Burdette  Malone. 

Genevieve  Elvesia  Malone. 

Dellis  Paul  Malone. 


Mabel  Kinsey 
Malone 


4.  IVA  KINSEY,  July  14,  1890— 

3.  Amos  F.  Kinsey,  1856 — 1904. 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

Iva  married  Edward  McKim,  1922;  was  born  in  Douglas, 
Kansas;  grade  education;  clerk;  resides  in  Prague,  Oklahoma; 
no  children. 


4.  BLANCH  KINSEY,  Feb.  6,  1894— 

3.  Amos  F.  Kinsey,  1856 — 1904. 
2.  Dewalt  Kinsey,  1814 — 1897. 
1.  Jacob  Kinsey,  1769 — 1851. 


Blanch  married  Charles  Swick, 
1925;  was  born  near  Douglas,  Kansas; 
high  school  and  three  years  of  college; 
resides  in  Ajo,  Arizona;  no  children. 

Blanch  Kinsey  Swick  was  a  teacher 
by  profession,  having  taught  fifteen 
years  in  Oklahoma,  in  and  near  Prague, 
Oklahoma;  was,  during  her  last  five 
years  of  teaching,  a  ward  principal  in 
Prague.  Her  experiences  in  getting  an 
education  is  in  common  with  most  of 
her  kin,  and  were  those  of  disadvantages 
and  hardships.  She  began  teaching  when 
sixteen  years  of  age  (the  age  when 
teachers  qualified  as  to  age  in  Okla¬ 
homa).  She  took  some  of  her  high 
school  work  by  correspondence;  and  be¬ 
tween  teaching  terms,  graduated  from 
the  Prague,  Oklahoma,  High  School  in 


Blanch  Kinsey 
SwiCk 
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1915.  She  was  graduated  from  the  Central  State  Teachers  Col¬ 
lege  in  1923,  receiving  a  life  certificate.,  and  which  was  equiva¬ 
lent  to  two  years  of  college  work.  She  still  does  some  sub¬ 
stitute  teaching,  and  is  still  pursuing  her  college  work  for  the 
A.  B.  degree. 

4.  ESTELL  KINSEY,  April  21,  1899— Oct.  11,  1905. 

3.  Amos  F.  Kinsey,  1856 — 1904. 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  when  six  years  of  age. 

4.  KATHRYN  KINSEY,  March  22,  1901— 

3.  Amos  F.  Kinsey,  1856 — 1904. 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

Kathryn  married -  Malone; 

was  born  near  Prague,  Oklahoma;  is 
teaching  school  near  Oklahoma  City, 
R.  F.  D.  No.  7;  children: 

Patricia  Jane  Malone. 

William  E.  Malone. 

Kathryn  Kinsey  Malone,  also,  is  a 
teacher  by  profession.  She  is  a  gradu¬ 
ate  of  the  Prague,  Oklahoma,  High 
School,  valedictorian  of  her  class;  she 
received  her  Life  Certificate  from  the 
Central  State  Teachers  College  (Ed¬ 
mond,  Oklahoma)  in  1930,  where  she  has 
completed  better  than  two  years  of  col¬ 
lege  work.  Like  others,  she  has  been 
surmounting  difficulties  in  receiving  her 
education,  especially  her  recent  strug- 
Kathryn  Kinsey  gles  through  widowhood. 

Malone 


4.  BENJAMINE  ERNEST  KINZEY,  Feb.  19,  1877— June  3, 
1954. 

3.  George  W.  Kinsey,  1950 — 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Esther  Ellen  Kinsey,  Feb.  11,  1905 — May  3,  1905. 

5  (2)  Erma  Mae  Kinsey,  Oct.  8,  1906 — 

5  (3)  Ethel  Aretta  Kinsey,  May  19,  1909 — 

5  (4)  Kenneth  Eugene  Kinsey,  Aug.  23,  1911 — Sept.  28, 
1930. 

5  (5)  Evelyn  Edith  Kinsey,  June  24,  1914 — 

5  (6)  Bernard  Edmond  Kinsey,  June  16,  1917 — 
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Benjamine  Ernest  Kinsey,  1877 — 1954,  was  born  in  Cedar 
Rapids,  Iowa;  married  Minnie  Saunders,  1904;  grade  school 
education;  farmer;  Methodist;  interred  in  Moville,  Iowa. 

4.  W.  CLAUDE  KINZEY,  June  24,  1878— 

3.  George  W.  Kinsey,  1950 — 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Infant  daughter,  Dec.  7,  1901 — Dec.  13,  1901. 

5  (2)  Marvin  Leonard  Kinsey,  Dec.  29,  1902 — 

5  (3)  Esther  Leon  Kinsey,  Oct.  14,  1909 — Jan.  14,  1910. 

5  (4)  Infant  son,  July  14,  1911 — July  24,  1911. 

5  (5)  Arlene  Myrtle  Kinsey,  Dec.  15,  1915 — 

5  (6)  Maynard  Claude  Kinsey,  Nov.  22,  1919 — 

W.  Claude  Kinsey,  1878 —  ,  married  Margaret  Bennett, 

1900;  grade  school  education;  farmer;  address:  Dallis,  Oregon. 

4.  ROY  KINZEY,  Oct.  18,  1880— 

3.  George  W.  Kinsey,  1950 — 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  C.  L.  Kinsey,  May  12,  1903 — 

5  (2)  Vernon  Kinsey,  April  20,  1910 — 

5  (3)  Marvel  Kinsey,  June  24,  1913 — 

Roy  Kinzey,  1880 —  ,  was  born  at  James,  Iowa;  mar¬ 
ried  May  Two  Good;  grade  school  education;  farmer;  address: 
Kingsley,  Iowa. 

4.  HARRY  KINZEY,  Oct.  1,  1886— 

3.  George  W.  Kinsey,  1950 — 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

5  (1)  Lois  Lucille  Kinsey,  May  3,  1922 — 

5  (2)  Clyde  Arthur  Kinsey,  Jan.  4,  1925 — 

5  (3)  Glen  Arnold  Kinsey,  Feb.  11,  1928 — Feb.  28,  1928. 

5  (4)  Virginia  May  Kinsey,  Sept.  28,  1931 — 

Harry  Kinsey,  1886 —  ,  was  born  in  Kingsley,  Wood¬ 
bury  Co.,  Iowa;  married  Elizabeth  Karrer;  grade  school  educa¬ 
tion;  farmer;  wife  died  April  20,  1948;  Methodist;  second 
marriage:  Minnie  E.  Nash,  Feb.  11,  1954;  address:  Kingsley, 
Iowa. 
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FIFTH  GENERATION 


5.  FOREST  O.  KINSEY,  July  5,  1879— March  1,  1897. 
4.  Lemon  B.  Kinsey,  1856 — 1929. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


5.  CLAUDE  L.  KINSEY,  Nov.  10,  1881 — Aug1  24,  1949. 

4.  Lemon  B.  Kinsey,  1856 — 1929. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Ruth  Kinsey,  June  7,  1902 — 

Claude  L.  Kinsey,  1881—1949,  was  born  in  Westmoreland 
Co.,  Pa.;  married  Sophia  Foster,  1900;  grade  education;  plas¬ 
terer  by  trade;  resided  in  Armagh,  Pa.;  wife  died  May  19,  1953 
See  picture  page  113. 


5.  RALPH  W.  KINSEY,  April  12,  1883 — Aug.  31,  1955. 
4.  Lemon  B.  Kinsey,  1856 — 1929. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


Mr.  and  Mrs.  Ralph  W.  Kinsey 


6  (1)  Ray  Edward  Kinsey,  July  22,  1905— April  19,  1930. 

Ralph  W.  Kinsey,  1883 — 1955,  was  born  at  Armagh,  Pa.; 
married  Margaret  Underwood,  1902;  foreman  steel  shop;  grade 
education;  Methodist;  deceased. 


5.  G.  FREED  KINSEY,  Feb.  ,  1885— Jan.  24,  1924. 

4.  Lemon  B.  Kinsey,  1856 — 1929. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Miles  Ross  Kinsey,  Aug.  21,  1913 — Jan.  ,  1915. 
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G.  Freed  Kinsey,  1885 — 1924,  was  born  at  Armagh,  Pa.; 
married  Margaret  Altemus;  grade  education;  deceased.  See 
picture  page  11. 

5.  FRANK  D.  KINS,EY,  June,  1886— April,  1905. 

4.  Lemon  B.  Kinsey,  1856 — 1929. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5.  ORPHA  Z.  KINSEY,  June,  1888 — Feb.,  1918. 

4.  Lemon  B.  Kinsey,  1856 — 1929. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

See  picture  page  11. 

5.  C.  ERNEST  KINSEY,  June  ,  1891— 

4.  Lemon  B.  Kinsey,  1856 — 1929. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

C.  Ernest  Kinsey,  1891 —  ,  was  born  at  Armagh,  Pa.; 
an  educator,  a  professor,  and  school  administrator,  ranging 
from  the  rural  school  through  and  including  college.  His  train¬ 
ing  for  the  vocation  of  a  professor  and  school  administrator  is 

as  follows :  grade  education ;  high 
school;  graduate  of  Edinboro  State 
Teachers  College;  Pennsylvania  State 
College  (now  Pennsylvania  State  Uni¬ 
versity),  B.  S.  (in  education),  and  M.  E. 
ibid,  and  work  done  toward  the  Doctor’s 
degree,  ibid;  student  Grove  City  Col¬ 
lege,  and  the  University  of  Michigan; 
he  also  holds  the  following  certificates 
marking  achievements  in  training,  and 
eligibility  for  school  administration: 
State  Permanent  Certificate;  Normal 
School  Certificate;  College  Permanent 
Certificate;  School  Principal’s  Certifi¬ 
cate;  Secondary  School  Principal’s  Cer- 
Principal’s  Certificate;  Superintendent’s 

As  a  Professor  and  School  Administrator,  he  taught,  and 
supervised  from  1908  to  June  1,  1953  (when  he  retired)  with 
the  exception  of  the  World  War  I  period. 


C.  Ernest  Kinsey 

tificate;  Supervising 
Letter  of  Eligibility. 
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He  organized  and  started  the  Cherry  Hill  and  Mont¬ 
gomery  High  Schools,  Indiana  County,  Pa. 

He  conducted  Summer  Normal  Schools  for  teachers,  sum¬ 
mers  of  1916  and  1917. 

He  consolidated  all  the  one-room  schools  of  Armagh 
Borough  and  East  Wheatfield  Township  into  tthree  graded 
schools,  “the  most  completely  consolidated  school  system  in  In¬ 
diana  County.”  Was  Supervising  Principal  of  the  Armagh- 
East  Wheatfield  Joint  District  for  fourteen  years. 

Was  elected  to  the  facaulty  of  Indiana  State  Teachers  Col¬ 
lege  in  1937,  and  remaining  until  July  10  ,1939.  Teaching  field: 
Philosophy  of  Education  and  Sociology. 

Organizations  Membership  Record — Member  of  P.  S.  E.  A. 
and  N.  E.  A.  Twice  president  of  the  Indiana  County  Branch  of 
the  P.  S.  E.  A.  Member  of  the  Kappa  Phi  Kappa,  Phi  Sigma 
Pi  Fraternities. 

He  returned  to  the  Armagh-East  Wheatfield  District  as 
Supervising  Principal  in  1948.  The  District  was  enlarged  by 
adding  West  Wheatfield  Twp.,  Buffington  Twp.,  and  Brush 
Valley  Twp.  Under  Prof.  Kinsey’s  administration  a  $2,000,000 
Consolidated  High  School  was  started. 

Prof.  Kinsey  s  teaching  fields  principally  were  Education, 
Social  Studies,  English,  and  General  Science.  Except  the  six¬ 
teen  months  which  he  served  in  World  War  I,  his  was  a  life¬ 
long  record  as  an  Educator.  He  had  a  sympathetic  understand¬ 
ing  of  teachers’  and  pupils’  problems.  His  influence  through 
moral  precepts  and  extracurricular  ideals  upon  the  pupils  and 
students  in  their  character-forming  years  over  the  wide  span 
of  years  has  doubtless  been  a  contribution  of  inestimable  value 
to  the  future  citizenry  of  the  community. 

The  Kinsey  Clan  has  not  produced  very  many  secular 
school  educators,  the  great  calling  and  vocation  that  it  is;  but 
the  small  group  of  pedagogues  are  grateful  for  the  record  of 
C.  Ernest  Kinsey  who  is  a  marked  credit  and  honor  to  the  Clan 
as  a  whole,  and  to  the  circle  of  teachers  in  particular. 

C.  Ernest  Kinsey's  World  War  I  Service  Record  —  He  en¬ 
listed  in  the  Army,  Private,  309  Supply  Co.,  Q.  M.  C.,  A.  E.  F., 
December  13,  1917.  (At  this  time  he  was  principal  of  the 
Cherry  Hill  Township  High  School,  Indiana  Co.,  Pa.)  He  ar¬ 
rived  in  Camp  Johnston,  Florida,  Christmas  Day,  1917.  Was 
sent  to  Newport  News,  Va.,  May  19,  1918.  Thence  he  was  sent 
to  France.  After  nine  months  in  France,  he  was  returned  to 
the  States,  and  discharged  April  5,  1919,  at  Camp  Dix,  and  re¬ 
turned  home  that  night. 
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A  distinct  and  peculiar  joy  naturally  filled  his  heart  over 
the  fact  that  the  war  was  over,  and  that  he  could  return  home 
to  his  loved  ones  again.  Too,  that  he  had  served  his  country, 
did  his  duty,  and  was  honrably  discharged.  But,  alas,  the 
erect  body,  and  quickened  step,  and  the  filial  smile  of  the  son 
was  suddenly  changed  —  head  and  shoulders  drooped,  smiles 
disappeared,  and  tears  of  joy  turned  to  tears  of  keen  sorrow  at 
the  sad  news:  “Mother  is  not  here,  she  passed  away  two  weeks 
ago.”  And  “Sister  and  her  husband  also  have  passed  away.” 
Says  Ernest:  “To  me  personally  this  was  the  great  tragedy  of 
my  military  experience.”  Here  we  draw  the  curtain  over  his 
World  War  I  experiences. 

C.  Ernest  Kinsey  is  of  the  Methodist  Faith.  His  present 
address  is  Armagh,  Pa. 

5.  THOMAS  KINSEY,  ,  1894—  ,  1894. 

4.  Lemon  B.  Kinsey,  1856 — 1929. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  infancy. 


5.  ALMA  LUELLA  KINSEY,  Oct.  14,  1887— Feb.  8,  1819. 

4.  Alfred  Wakefield  Kinsey,  1865 — 1915. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Alma  Luella  married  Loyd  Penrod ;  born  in  Waterford,  Pa. ; 
grade  education ;  children : 

(1)  Mary  Penrod,  married  Ralph  W.  Boyd,  1930;  ad¬ 
dress:  R.  D.  1,  Ligonier,  Pa. 

(2)  Ralph  Penrod,  married  Regina  Garry,  1941;  West- 
inghouse  employee;  4  years  in  World  War  II;  ad¬ 
dress:  R.  D.  1,  Ligonier,  Pa. 

(3)  Evelyn  Penrod,  married  Paul  Boyd,  1931;  address: 
R.  D.  2,  Ligonier,  Pa. 

(4)  Lois  Penrod,  married  Clifford  Roddy,  1933;  address: 
R.  D.  1,  New  Florence,  Pa. 

(5)  Ona  Penrod,  married  Wilburt  Roddy,  1934;  address: 
R.  D.  1,  Ligonier,  Pa. 
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5.  GERTIE  ROBERTA  KINSEY,  Sept.  7,  1888— Dec.  5,  1896. 
4.  Alfred  Wakefield  Kinsey,  1865 — 1915 
3.  Henry  Kinsey,  1832—1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


o.  (INFANT  TWINS),  Oct.  18,  1891— Oct.  18,  1891. 

4.  Alfred  Wakefield  Kinsey,  1865 — 1915 
3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


o. 


ELLWOOD 

1896. 

4. 

3. 

2. 

1. 


CARL  KINSEY,  March  15,  1893— Dec. 

Alfred  Wakefield  Kinsey,  1865 — 1915 
Henry  Kinsey,  1832—1896. 

Henry  Kinsey,  1804—1876. 

Jacob  Kinsey,  1769 — 1851. 


15, 


o.  JENNINGS  W.  KINSEY,  Nov.  16,  1896— July  26,  1908. 
4.  Alfred  Wakefield  Kinsey,  1865 — 1915 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


5.  KATE  ELIZABETH  KINSEY,  Feb.  18,  1899— 

4.  Alfred  Wakefield  Kinsey,  1865 — 1915. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Kate  Elizabeth  married  George  Zimmerman;  grade  educa¬ 
tion;  children: 

(1)  Orpha  Mae  Zimmerman,  married  George  Fry,  1939; 
grade  education  completed;  address:  505  Ohio  St’, 
Boswell,  Pa. 

(2)  Virginia  Zimmerman,  single;  grade  education  com¬ 
pleted;  address:  R.  D.  1,  Ligonier,  Pa. 

(3)  John  Alfred  Zimmerman;  high  school  graduate; 
military  service:  seven  months  in  Army,  World  War 
II,  killed  in  Italy,  1943. 

(4)  Wilbur  Ross  Zimmerman,  married  Mildred  Blough, 
1948;  high  school  education;  brick  layer;  address:’ 
R.  D  .  1,  Ligonier,  Pa. 

(5)  Ernest  Lee  Zimmerman,  married  Lois  Hahn,  1952; 
two  years  of  high  school;  two  years  in  Navy;  ad¬ 
dress:  R.  D.  1,  Ligonier,  Pa. 

(6)  Rev.  H.  Dale  Zimmerman,  married  Norma  Shumak¬ 
er,  1953;  four  years  high  school;  four  years  Juniata 
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College;  three  years  Bethany  Biblical  Seminary; 
minister  in  the  Church  of  the  Brethren;  address: 
214  Broad  St.,  New  Bethlehem,  Pa. 

(7)  Mary  Lou  Zimmerman,,  married  Charles  Pritts, 
1851;  high  school  graduate;  address:  R.  D.  2,  Stahls- 
town,  Pa. 


5.  MARTHA  MAE  KINSEY,  May  3,  1901— 

4.  Alfred  Wakefield  Kinsey,  1865 — 1915 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Martha  Mae  married  Bert  Jones;  grade  education;  chil¬ 
dren  : 

(1)  Helen  May  Jones,  born  March  8,  1920;  married 
James  R.  Boyd;  grade  school  education;  housewife; 
address:  R.  D.  1,  Ligonier,  Pa. 

(2)  Alma  Louise  Jones,  born  June  26,  1921;  married 
Woodrow  H.  Burkett;  high  school  education;  house¬ 
wife;  address:  Box  254,  Bolivar,  Pa. 

(3)  Robert  Eugene  Jones,  born  Dec.  14,  1922;  married 
Thelma  Beard;  grade  education;  plumber;  served  in 
World  War  II,  Feb.  4,  1942  to  Nov.  8,  1945;  address: 
R.  D.  1,  Ligonier,  Pa. 

(4)  Dorothy  Elizabeth  Jones,  born  July  12,  1925;  mar¬ 
ried  John  Bernard  Fisher;  high  school  education; 
housewife;  address:  R.  D.  4,  Clarksville,  Tenn. 

(5)  William  Richard  Jones,  born  June  1,  1927;  married 
Anna  Baker;  grade  school  education;  truck  driver; 
address:  R.  D.  2,  Ligonier,  Pa. 

(6)  Catherine  Arlene  Jones,  born  March  7,  1931;  mar¬ 
ried  Harry  Eugene  Shadron;  grade  school  educa¬ 
tion;  clerk;  address:  R.  D.  1,  Ligonier,  Pa. 


D.  Ross  Kinsey,  Mrs.  Ross  Kinsey,  Judy  K.  Kinsey 
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5.  DANIEL  ROSS  KINSEY,  Sept.  27,  1903— 

4.  Alfred  Wakefield  Kinsey,  18G5 — 1915. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Jeanne  Elizabeth  Kinsey,  June  1926 — 

6  (2)  Ronald  Ross  Kinsey  (deceased). 

6  (3)  Judy  Kaye  Kinsey, 

Daniel  Ross  Kinsey,  1903 —  ,  was  born  in  Waterford, 
Pa.;  married  Sarah  Jane  Neiport,  1927;  grade  education;  car¬ 
penter;  machine  operator;  Church  of  the  Brethren  faith;  re¬ 
sides  in  Waterford,  R.  D.  1,  Ligonier,  Pa.  (See  further  under 
President.) 

5.  DAVID  WOLFORD  KINSEY,  Nov.  18,  1906  — 

4.  Alfred  Wakefield  Kinsey,  1865 — 1915. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Charlotte  Jane  Kinsey,  Feb.  ,  1930 — 

David  Wolford  Kinsey,  1906 —  ,  was  born  in  Waterford, 
Pa.;  married  Margaret  Helen  Frye,  1930;  high  school  educa¬ 
tion  ;  and  normal. 


Left  to  right — H.  H.  Kinsey,  D.  Bartlett  Kinsey,  Mrs.  H.  H. 
Kinsey,  Dorla  Dean  K.  Morgan  and  babe,  Rita  June  Kinsey. 
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5.  HERMAN  HENRY  KINSEY,  Feb.  9,  1909— 

4.  Alfred  Wakefield  Kinsey,  1865 — 1915. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Darrell  Bartlett  Kinsey. 

6  (2)  Dorla  Dean  Kinsey. 

6  (3)  Rita  June  Kinsey. 

Herman  Henry  Kinsey,  1909 —  ,  born  in  Waterford, 
R.  D.  1,  Ligonier,  Pa. ;  married  Catherine  Elizabeth  Zimmer¬ 
man;  high  school  education;  machine  operator;  Church  of  the 
Brethren  faith;  resides  in  Waterford;  present  Treasurer  of  the 
Corporation;  (See  Chapter  on  Organization  for  further  re¬ 
cord)  ;  also  a  devoted  and  loyal  Clansman. 


5.  CLIFFORD  S.  KINSEY,  Dec.  29,  1898— 

4.  Cicero  Lawson  Kinsey,  1867—1950. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Wesley  C.  Kinsey,  July  14,  1923 — 

6  (2)  Ronald  Dean  Kinsey,  March  12,  1930 — 

Clifford  S.  Kinsey ,  1898 —  ,  was  born  in  Waterford, 
Pa.;  married  Margaret  Bills,  1923;  laborer;  grade  education; 
resides  in  Latrobe,  Pa. 


5.  ETHEL  M.  KINSEY,  July  28,  1900— 

4.  Cicero  Lawson  Kinsey,  1867 — 1950. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ethel  M.  married  Alfred  C.  Campbell,  1922;  grade  educa¬ 
tion;  no  children;  housewife. 

5.  KIMMEL  J.  KINSEY,  April  17,  1905— Aug.  28,  1943. 

4.  Cicero  Lawson  Kinsey,  1867—1950. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Kimmel  J.  Kinsey ,  1905—1943,  was  born  in  Waterford, 
Pa.;  grade  education;  unmarried  (1932). 

5.  W.  WILSON  KINSEY,  Aug.  13,  1912— 

4.  Cicero  Lawson  Kinsey,  1867 — 1950. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Vivian  Faye  Kinsey,  Feb.  19,  1937 — 

6  (2)  Susan  Grace  Kinsey,  July  10,  1953 — 
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Left  to  right — W.  W.  Kinsey,  Mrs.  W.  W.  Kinsey 
Vivin  Faye  Kinsey,  Susan  Grace  Kinsey. 


W.  Wilson  Kinsey,  1912—  ,  was  born  in  Waterford,  Pa., 

,  igonier,  Pa.;  married  Anna  Pearl  Frye,  1936;  hie:h 
school  education;  custodian;  address:  R.  D.  1,  Ligonier,  Pa. 

Of  W.  Wilson  Kinsey  it  must  be  said  that  he  piayed  an 
important  part  m  the  Kinsey  Organization  as  Recording  Secre¬ 
tary  for  many  years.  He  figured  in  the  Organization  in  this 
capacity  from  its  inception.  He  was  faithful  in  his  official 

capacity;  loyal  as  a  kinsman;  and  a  booster  for  its  purposes 
and  goals. 

By  the  keeping  of  proper  and  correct  records  as  of  the 
Minutes  of  the  Organization,  he  has  contributed  to  a  reliable 
and  important  source  of  historical  data  for  Kinsey  History,  as 
Minutes  per  se  always  are.  Such  important  services  must  not 
be  overlooked,  nor  praise  and  appreciation  delayed  or  forgotten. 
Cousin  Wilson  served  seventeen  years  as  Recording  Secretary, 
longer  than  any  other  secretary  to  date.  Let  any  and  all  Kin¬ 
seys  emulate  him,  and  any  official  or  lay  person  who  is  loyal 
and  devoted  and  contributing  to  the  on-going  plans  and  program 
of  the  Kinsey  Corporation.  Let  us  not  fail  in  pre-mortem  flow¬ 
ers  and  appreciation. 
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5.  ADRIAN  L.  KINSEY,  Sept.  20,  1897— Oct.  31,  1898. 
4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  young. 

5.  ALFRED  C.  KINSEY,  May  21,  1899— 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Wanda  Rose  Kinsey,  March  11,  1927 — 

6  (2)  Elaine  K.  Kinsey. 


Mr.  and  Mrs.  A.  C.  Kinsey 


Alfred  Clark  Kinney,  May  21,  1899 —  ;  born  in  Ligonier 

Twp.,  Westmoreland  Co.,  Pa.;  married  Mildred  Irene  Zimmer¬ 
man,  Greensburg,  Pa.;  education:  grades  completed;  merchant, 
foreman,  undertaker,  salesman;  Evangelical  United  Brethren 
Churchman;  address:  R.  D.  1,  Ligonier,  Pa.  Residence  in 
Waterford,  located  across  the  Menoher  Highway  from  the  spot 
where  the  Kinsey  Reunion  was  born  (Park  Joy),  having  built  a 
new  Buff  Brick  House,  overlooking  the  village  of  Waterford, 
and  view  stretching  away  to  the  distant  mountains. 
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For  further  biographical  facts  on  Alfred  C.,  see  Chapter 
VI,  section  cn  Presidents  of  the  Organization. 


5.  IRMA  R.  KINSEY,  Aug.  15,  1901— April  6,  1902. 
4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769—1851. 

Died  young. 


5. 


O 

o. 


MARGARET  IRENE  KINSEY,  May  13,  1902— 

4.  Wade  Hampton  Kinsey,  1874 — 

Henry  Kinsey,  1832 — 1896. 

Henry  Kinsey,  1804 — 1876. 

Jacob  Kinsey,  1769 — 1851. 

Margaret  Irene  Kinsey ,  1902 —  , 
married  Earl  B.  Bates,  June  7,  1922, 
Cumberland,  Md.;  was  widowed  Feb.  7, 
1945;  education:  grade  schools,  high 
school,  college  (Indiana  State  Teachers 
College),  B.  S.  degree  in  Education, 
1954;  has  12  years’  experience  to  date 
(1956)  —  in  Ligonier  Twp.  Elementary 
Schools;  a  Methodist;  children: 

(1)  James  Earl  Bates,  Aug.  10, 

1923 —  ,  married  Laura 

Lou  Courtney ;  graduate  of 
Temple  University,  Philadel¬ 
phia,  Pa.,  chiropodist;  mili¬ 
tary  service:  1943-1945  in 
U.  S.;  address:  5916  Greene 
St.,  Philadelphia  44,  Pa. 

(2)  Margaret  Jean  Bates,  Nov. 

22,  1925 —  ,  married  John 


Mrs.  Margaret 
Irene  Bates 
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W.  Rose  Jr.;  high  school  education;  housewife;  ad¬ 
dress:  R.  D.  1,  Stoyestown,  Pa. 

(3)  Doris  Marie  Bates,  Oct.  7,  1932 —  ;  education: 

high  school  and  Lewistown  (Pa.)  Hospital  of  Nurs¬ 
ing;  registered  nurse  (R.  N.)  ;  address:  Ligonier, 
Pa. 

A  note  of  commendation  must  be  given  Mrs.  Bates  for  her 
achievements.  After  being  widowed  she  continued  her  college 
work  and  took  up  the  work  of  an  educator.  Domestic  duties 
and  responsibilities,  including  the  rearing  of  three  children; 
plus  completing  her  college  work  and  training  for  teaching  in 
the  public  schools,  in  the  face  of  advancing  years;  religious  and 
civic  interests;  Clan  responsibilities;  etc.,  all  ear-mark  her  as 
having  noble  aims  and  high  resolves,  and  as  having  pluck  and 
determination.  We  cite  her  as  another  example  for  Kinsey 
posterity.  Congratulations ! 


5.  FORD  FRANK  KINSEY,  July  3,  1903— 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Imogene  Virginia  Kinsey,  May  11,  1921 — 

6  (2)  Ford  Frank  Kinsey,  Jr.,  Dec.  27,  1923 — 

6  (3)  Ray  Calvin  Kinsey,  March,  1928 — 

6  (4)  Jack  Brooks  Kinsey,  March  24,  1931 — 

6  (5)  Larry  Lee  Kinsey. 

6  (6)  Rex  Barry  Kinsey. 

F ord  Frank  Kinsey,  1903 —  ,  born  in  Ligonier,  West¬ 
moreland  Co.,  Pa.;  married  Mabel  Florence  Jones,  Oct.  3,  1920; 
Ligonier  Twp.,  Westmoreland  Co.;  grade  school  education;  auto 
mechanic,  in  business  since  1920  at  the  same  location,  304  East 
Main  Street,  Ligonier.  At  present:  Parts  —  Wholesale  and  Re¬ 
tail;  Charter  Member  Ligonier  Library  Association;  Member 
Ligonier  Valley  Fire  Company  No.  1  since  1926;  Trustee  of 
First  Evangelical  United  Brethren  Church  since  1927;  Member 
Ligonier  Borough  Council  Two  Terms  (1946-1954)  ;  President 
Boy  Scout  Troop  2  since  1940;  Delegate  to  General  Conference 
of  the  Evangelical  United  Brethren  Church  in  1946  when  the 
two  denominations  united;  Member  of  the  Ligonier  Valley 
Chamber  of  Commerce. 

Church  affiliation:  Evangelical  United  Brethren  Church. 

Hobby:  Hunting. 

Traveled  in  30  of  the  48  states. 

Ford  Frank’s  business,  civic,  community,  and  church  acti¬ 
vities  bespeaks  the  type  of  citizen  Mr.  Kinsey  is.  The  reasons 
for  his  taking  such  root  in  the  community  are  obvious.  He  is 


one  of  the  practical  Kinseys  with  marked  manhood.  His  tribe 
is  needed  so  badly. 

He  is  linked  up  with  numerous  other  activities,  as  Rotary 
Club,  Fort  Ligonier  Memorial  Foundation,  Etc.,  Etc.  He  was  a 
leading  figure  in  getting  established  the  present  Waterford 
Water  System,  henceforth  forestalling  typhoid  fever  epidmics 
in  the  village  of  his  birthplace.  This  fine  achievement  was  per¬ 
formed  in  the  1930’s. 

“His  friends  number  in  the  thousands”  —  THE  LATROBE 
BULLETIN,  Aug.,  1955.  He  is  not  only  well  and  deeply  rooted 
in  his  community,  but  the  roots  reach  far  and  wide.  Well 
known  to  the  Clan  are  his  activities,  plans  and  projects  of  the 
Kinsey  Corporation.  He  was  so  from  its  beginning.  One  of 
the  present  major  projects  (we  should  say  “two”),  are  the  pro¬ 
moting  the  issuance  of  the  New  History;  and  the  other,  The 
Museum.  He  has  been  untiring  and  unstinted  with  time,  means, 
and  labors.  His  philosophy  is  one  of  Idealism  and  Realism. 
And  particularly  at  present  would  we  emphasize  his  Museum 
interests.  A  most  congenial,  and  winsome  personality,  winning 
and  holding  friends  through  a  magnetic  personality.  What  the 
editor  here  has  said  he  has  experienced  in  a  friendship,  ob¬ 
served  and  learned.  Another  worthy  for  emulation. 

5.  GLENN  MEADE  KINSEY,  July  6,  1905- - 
4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Glenn  Edward  Kinsey,  Dec.  29,  1926 — April  27, 
1927. 

6  (2)  Willis  Alfred  Kinsey,  Oct.  6,  1928 — 

6  (3)  Marjorie  Pearl  Kinsey. 

6  (4)  Harold  Franklin  Kinsey. 

6  (5)  Agnes  Janet  Kinsey. 

Glenn  Meade  Kinsey,  1905 —  ,  born  R.  D.  1,  Ligonier, 
Pa.  (Waterford);  married  Grace  Lorena  Dillon,  March  15, 
1926,  Ligonier,  Pa.;  education:  grades  complete;  stone  mason, 
auctioneer;  member  of  the  Christian  Church;  address:  R.  D.  1, 
Ligonier,  Pa. 

Mr.  Glenn  Kinsey  is  another  versatile  and  practical  Kinsey, 
having  native  ability  and  capacity;  mechanically  inclined  and 
skilled.  Perhaps  his  best  field  is  autioneering  and  salesman¬ 
ship.  At  each  of  the  recent  Reunions  he  has  performed  as  an 
auctioneer  on  the  entertainment  program,  selling  parcels  and 
packages  brought  by  Clan  members,  for  the  purpose  of  reim- 
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bursing  the  treasury,  and  entertainment  as  per  design.  That 
he  proves  himself  as  a  good  auctioneer  none  would  gainsay. 
Then  his  success  in  that  profession  is  our  best  evidence  that  he 
is  a  success,  and  the  champion  auctioneer  in  the  Kinsey  Clan. 
He  has  the  earmarks  and  characteristics  of  a  good  salesman, 
such  as,  a  good  personality,  wit,  humor,  pleasantries,  and  essen¬ 
tially  a  good  strong  voice,  vibratory  and  with  volume.  How  a 
preacher  longs  for  such  an  asset !  Who  knows  but  what  he  may 
yet  enter  the  clergyman’s  field.  Many  have  been  the  laymen 
to  do  so.  Billy  Sunday,  etc.,  have  turned  from  baseball  to  the 
pulpit.  No,  we  are  not  joking. 

The  writer  knows  of  only  one  other  auctioneer  in  the 
Kinsey  Clan,  namely,  Mr.  Glenn’s  great  uncle,  Benjamine  E. 
Kinsey.  (See  page  95  of  the  first  Kinsey  History.) 

Glenn’s  salesmanship  stunts  at  the  Reunion  proves  him  to 
be  capable  of  being  an  entertainer,  impersonator,  and  booster 
of  the  Clan’s  program  and  projects. 

5.  LAURA  MYRTLE  KINSEY,  March  3,  1907— 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Laura  Myrtle  Kinsey,  1907 —  ,  married  Samuel  Ross 
Bills,  Sept.  28,  1925,  Mt.  Pleasant,  Pa.;  grade  education  and 
high  school  (two  years)  ;  hobby:  writing  poetry;  nature  study: 
reading;  Evangelical  United  Brethren;  homemaker;  children: 

(1)  Robert  Bills,  June  27,  1926 —  ,  married  Dolores 

Bloom;  graduate  of  the  University  of  Pittsburgh 
(Pa.);  chemical  engineer;  military  service:  World 
War  II,  Army,  Infantry,  1944-1946;  address:  Ash¬ 
tabula,  Ohio. 

(2)  Laura  Lou  Bills,  Feb.  25,  1928 —  ,  married  Ro¬ 

bert  J.  A.  Pratt;  high  school  graduate  (Latrobe, 
Pa.)  ;  receptionist  -  telephone  operator;  artist  -  oil 
painting;  address:  (not  determined). 

Laura  Myrtle  has  distinguished  herself  as  a  poet,  one  with 
natural  talent  and  of  more  than  ordinary  ability.  Her  genius 
won  for  her  membership  in  the  Fort  Ligonier  Poetry  Society,  an 
organization  affiliated  with  the  Poetry  Society  of  Great  Britain 
and  America.  The  purpose  of  the  Society  is  “to  bring  together 
women  interested  in  writing  poetry,  to  promote  higher  stand¬ 
ards  of  poetic  creation  and  to  study  verse  techniques. 

In  our  humble  judgement  she  has  a  good  poetic  pattern; 
has  a  natural  use  of  ephithets;  recognizes  lofty  subjects,  and 
can  elevate  the  more  common  ones;  is  free  from  the  mechanical 
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use  of  pious  platitudes  and  the  shuffling  of  clouds  and  leaves. 
We  are  proud  of  this  poetess,  and  take  space  to  do  her  honor. 

By  permission  of  the  Fort  Ligonier  Poetry  Review  we  are 
herewith  printing  a  few  of  Myrtle’s  poems,  and  they  will  speak 
for  themselves,  and  of  her  talent: 

Remarks'.  The  few  selections  consist  of  poetic  patterns  as 
regular  poems,  a  Sonnet,  Couplets,  Tercets,  Quartrains. 


HIS  PRESENCE 

When  God  bends  low,  amid  the  trees, 

To  whisper  softly  in  my  ear, 

My  cares  depart;  my  heart’s  at  ease. 

When  God  bends  low,  amid  the  trees, 

The  voice  of  Him,  like  zephyr  breeze, 

Says,  “Peace.”  My  soul  then  knows  no  fear, 
When  God  bends  low,  amid  the  trees, 

To  whisper  softly  in  my  ear. 

— Myrtle  K.  Bills 

Second  Jury  Award 
First  Popular  Award 


RESPLENDENCE 

In  God’s  full  earth,  what  beauty  meets  the  eye! 

I  could  not  fail  to  see  it,  should  I  try. 

How  nature  fashions  pictures,  real  and  grand, 
Unequaled  by  the  skillful  artist’s  hand 
Or  anything  which  mankind  can  supply. 

On  early  misty  morn  the  dewdrops  lie 
In  silver  sheets  beneath  a  pale  gray  sky; 

The  globose  pearls  bend  grasses  to  the  sand 
In  God’s  full  earth. 

When  lo!  the  sun  climbs  over  mountains  high 
To  multiply  the  gems  no  wealth  could  buy; 

The  pearls  and  silver  change  to  diamond  strand! 
To  dazzle  me,  as  there  in  awe  I  stand 
only  one  of  beauties  I  draw  mg.'* 

In  God’s  full  earth. 

— Myrtle  Kinsey  Bills 
REINCARNATION 

In  percept  I  can  hear  Dame  winter  wail 
A  last  shrill  cry.  It  may  be  fierce  because 
Hereto  her  cachinnations  have  been  mild 
In  Eastern  clime.  The  leafless  trees  have  writhed 
In  tortured  sleep,  akin  to  her  own  throes 
In  fitful  dreams.  Her  icy  clutch  grows  weak; 

Her  powers  fail;  but  ere  she  dies,  an  heir 
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Is  born  .  .  blithe  Spring!  with  beauty  unsurpassed! 
The  catkins  on  the  willows  wave  with  joy, 

And  balmy  breezes  come  to  rock  the  cradle. 

— Myrtle  K.  Bills 

Second  Jury  Award 
Second  Popular  Award 


APRIL  HAS  TANTRUMS 

( After  reading  Hal  Borland's  “An  American  Year") 

Is  April  Spring?  It  may  be.  Who  can  tell? 

Red  maple  shoots  may  burst  tomorrow ;  more, 

Fat  lilac  buds  are  awaiting  at  my  door 
For  warmer  sun  to  break  their  winter  shell. 

Though  I  detect  a  balmy,  earthly  smell, 

This  problem  child  may  have  some  tricks  in  store; 

Her  promises  she  has  not  kept  before 
And  raw  northeaster  brings  a  chilly  spell. 

A  snowstorm?  No!  How  fickle  can  she  be? 

Yes,  fire  will  glow  upon  my  hearth  tonight. 

The  tender  horsetails,  with  their  “flesh-pink  thumbs/’ 
Will  shiver;  peepers  will  not  call  to  me. 

But  I  must  not  exaggerate  their  plight; 

Though  unpredictable,  Spring  always  comes. 

— Myrtle  Kinsey  Bills 

Second  Jury  Award 
Third  Popular  Award 
Third  Annual  Award 


RICHES 

I  see  gems  of  beauty  upon  my  pane; 

They  wink  from  the  myriad  drops  of  rain. 

— Mrs.  S.  R.  Bills 


ABSORPTION 

The  whole  world  of  the  teen-aged  Miss — 
It  seems  to  me,  consists  of  this : 

A  handsome  boy  ,a  stolen  kiss! 

— Mrs.  S.  R.  Bills 

First  Annual  Award 


GREETINGS 

I  wish  a  continual  Christmas 
Might  brighten  each  day  of  the  year; 

And  the  joys,  the  good  will  and  the  blessings 
Come  to  you  and  to  those  you  hold  dear. 

Mrs.  Myrtle  Bills 
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TO  YOU  AT  CHRISTMAS  TIME 

Yuletide  greetings  warm  and  true, 

Come  with  this  holly  branch  to  you. 

Good  luck  and  health,  much  joy  and  cheer 
Attend  you  in  the  coming  year. 

— Myrtle  Kinsey  Bills 


AUGUST  MONOTONES 

By  day 
Cicadas  sing 

An  ode  to  Summer’s  sun, 
And  katydids  a  serenade 
By  night. 

H.  M.  Jury  Award  ~MvrU*  B<Hs 


HARBINGERS 

The  redolent  air 
Breathes  of  Spring. 

I  am  keenly  aware 
The  redolent  air 
And  a  song-sparrow  pair, 
Tidings  bring. 

Breathes  of  Spring. 

— Mrs.  S.  R.  Bills 


o.  STELLA  CATHERINE  KINSEY,  Jan.  28,  1909 _ 

4.  Wade  Hampton  Kinsey,  1874 _ 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


TmSt*  Catherine  Kinsey  1909—  ,  was  born  in  Ligonier 

Twp.,  Westmoieland  Co.,  Pa.  (Waterford)  ;  married  George 

hmwwT  °Crn  13’1924’  Ll^nier  Twp.;  grade  school  education; 
housewife;  Christian  Church,  and  entire  family  —  Waterford* 
address:  R.  D.  1,  Ligonier,  Pa.;  children: 


(1)  George  Thomas  Jr.,  Jan.  28,  1929—  ;  high  school 

graduate,  electrical  course ;  electrician,  stone  mason  • 
mihtary  service:  three  years  in  U.  S.  Navy;  address: 
R.  D.  1,  Ligonier,  Pa.;  Christian  Church. 

(2)  Edith  LaOphia  Thomas,  June  23,  1932 —  •  mar- 

ried  Harold  Newell;  two  children,  of  Stahlstown, 

1aa  hlgY>  S£ho<?  T?raduate;  linotypist;  housewife; 
address:  R.  D.  2,  Ligonier,  Pa.;  Christian  Church. 

(3)  Joel  M  Thomas,  Sept.  2,  1937—  ;  high  school 

graduate;  single;  military  service:  U.  S.  Navv 
(Kingsville,  Texas,  three  year  enlistment)  ;  home  ad¬ 
dress:  R.  D.  1,  Ligonier,  Pa.;  Christian  Church. 
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5.  WILLA  JEAN  KINSEY,  Aug.  1,  1910 — April  3,  1925. 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  a  young  girl. 

5.  ANNA  REBECCA  KINSEY,  March  16,  1912— 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Anna  Rebecca  Kinsey,  1912 —  ,  married  (a)  Robert  M. 
Corter,  1929,  Penna. ;  (b)  Joseph  L.  West,  1934,  Penna.;  high 
school  graduate;  widowed  homemaker;  Christian  Church;  ad¬ 
dress:  Ligonier,  Pa.;  children: 

(1)  Josie  C.  Corter,  1929 —  ,  married  W.  Cain  Smith 

(minister)  ;  graduate  Kentucky  Christian  College, 
1951;  address:  Flat  Rock,  Ill. 

(2)  Ronald  J.  West;  single;  high  school;  enlisted  in 
U.  S.  Navy,  1955;  home  address:  Ligonier,  Pa. 

(3)  Roger  G.  West;  single,  senior  in  high  school  (1955)  ; 
address :  R.  D.  2,  Ligonier,  Pa. 

(4)  Kathleen  A.  West;  single;  second  year  of  high  school 
(1955);  address:  R.  D.  2,  Ligonier,  Pa. 


5  FRANK  ROBB  KINSEY,  M.  D.,  Feb.  11,  1914— 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Linda  Diane  Kinsey,  April  24  ,  1948 — 

6  (2)  Frank  Robb  Kinsey,  Jr.,  Aug.  17,  1949 — 

6  (3)  Nancy  Sue  Kinsey,  March  13,  1951 — 

6  (4)  Bruce  Wade  Kinsey,  May  8,  1952 — 

6  (5)  Kent  Robert  Kinsey,  March  30,  1954 — 

Frank  Robb  Kinsey ,  M.  D.,  1914 —  ;  married  Virginia 

Irene  Lorenz,  July  6,  1947,  Ligonier,  Pa.;  education:  high 
school,  Ligonier,  Pa.,  1932;  ,St.  Vincent  College,  Latrobe,  Pa., 
1936;  Jefferson  Medical  College,  Philadelphia,  Pa.,  M.  D. 
degree,  1943;  internship  Bryn  Mawr  Hospital,  Philadelphia,  Pa., 
18  months,  after  which  he  entered  the  Army,  serving  two  years 
in  the  field  of  Radiology  at  Fort  George  Meade  as  Chief  Radio¬ 
logist  in  the  Separation  Center  where  an  Army  Commendation 
Award  was  presented  for  setting  up  and  organizing  the  Radio¬ 
logy  Section.  He  was  next  transferred  to  Stuttgart,  Germany, 
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Dr.  and  Mrs.  Frank  R.  Kinsey,  and  Linda  D.,  Frank  R. 
Nancy  S.,  Bruce  W.,  and  Kent  R.  Kinsey 


to  the  216th  General  Hospital  jthence  to  Munich,  Germany,  as 
Chief  Radiologist  in  the  98th  General  Hospital. 

Returning,  he  landed  in  New  York,  May  1,  1947,  and  was 
dischaiged  at  Fort  Dix,  N.  J.,  dismissed  from  the  Army  on 
Saturday,  June  21st.  Completed  residency  training  at  Jeffer¬ 
son  Hospital  which  included  six  months  training  at  Memorial 
Cancer  Hospital  in  New  York  City.  Thence  followed  an  in- 
structorship  in  radiology  at  the  College  of  Physicians  and  Sur¬ 
geons  (at  Columbia  University  Medical  School),  during  which 
time  he  served  as  Assistant  Radiologist  in  the  Presbyterian 
Medical  conducting  classes  in  the  Medical  and  Dental  Schools 
of  the  University. 

He  moved  to  Lewistown,  Pa.,  April  1,  1950,  as  Radiologist 
of  the  Lewistown  Hospital.  He  is  Diplomate  of  the  American 
Board  of  Radiology,  and  a  Member  of  American  College  of 
Radiology.  President  of  Mifflin  County  Chapter,  American 
Cancer  Society;  past  president  Mifflin  County  Tuberculosis 
Society;  organized  and  adviser  to  the  Mifflin  County  Health 
Council;  Member  of  the  Vestry  of  St.  Mark’s  Episcopal  Church, 
and  an  active  churchman  in  general.  Member  of  the  Board  of 
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Education  of  Lewistown,  Pa.;  Membership  in  a  number  of  local, 
State,  and  National  Professional  Societies.  He  has  written  a 
number  of  professional  articles.  Hobbies :  Hunting,  fishing, 
gardening;  member  of  the  Christian  Church.  Address:  Lewis- 
town,  Pa. 

What  a  record  Dr.  Frank  R.  Kinsey,  M.  D.,  has  made  by 
the  time  of  reaching  forty  years!  In  his  early  twenties  he  had 
important  decisions  to  make,  vocationally  in  particular.  What 
am  I  going  to  be?  How  shall  I  invest  my  life?  Whom  and 
when  shall  I  marry  and  establish  a  home?  Whence  the  money 
to  train  and  prepare  for  a  worthy  and  righteous  vocation? 
Etc.,  etc. 

His  father  suggested  that  he  work  with  him  and  learn  the 
stone-masoner’s  trade;  but  that  had  no  appeal.  Revealing  his 
aims  to  his  father,  and  in  reply  to  father’s  question  as  to  the 
cost  of  such  preparations  (for  a  good  medical  training),  and 
the  some  five  or  six  thousand  dollars  it  would  cost,  father  re¬ 
plied:  “Where  in  the  hell  are  you  going  to  get  the  money?”.  The 
ambitious  youth  replied,  “Earn  what  I  can;  borrow,  etc.” 

So  he  did;  and  thus  began  preparations  for  a  worthy  and 
remarkable  career,  namely,  a  Christian  Physician.  During  his 
years  of  preparation  he  practiced  thrift  and  self-denial.  When 
many  fellow  students  sported  and  spent,  Dr.  Frank  worked  and 
earned.  When  others  rode  home  from  College,  he  thumbed  his 
way  (wasn’t  above  riding  on  a  Beer  Truck  at  times,  —  for  the 
way  was  long  from  Philadelphia  to  home).  Once  when  the 
ground  was  snow-covered,  and  he  was  ready  to  thumb  his  way 
back  to  Philadelphia,  father  handed  him  five  dollars,  saying: 
“Take  the  bus.”  (This  was  five  hundred  cents  more  than  the 
writer  ever  got  from  his  home,  in  money.  Our  homes  consisted 
of  large  families,  were  humble;  and  we  never  expected  help 
from  our  homes,  only  sympathy  and  well  wishes.)  Why  does 
the  writer  reveal  these  glimpses  of  youth  and  preparations  for 
life?  By  so  doing  we  may  help  others  of  our  kin  not  to  loose 
heart  when  the  way  of  the  future  looks  dark  or  discouraging. 
If  parents  have  given  a  Christian  heritage,  health,  and  charac¬ 
ter,  one  is  better  off  than  receiving  money  only. 

The  writer  has  no  apologies  for  elaborating  on  life’s  vir¬ 
tues,  and  wherever  and  in  whomever  they  are  exemplified, 
whether  in  a  minister,  physician,  stone  masoner,  laborer,  or 
housewife  we  hold  them  up  as  incentives  to  the  young  kinfolk 
for  emulation.  “Where  there’s  a  will  there’s  a  way,”  especially 
when  the  Lord  is  taken  into  one’s  life. 

Dr.  Frank  R.,  and  Mr.  Frank  B.,  have  a  common  witness  in 
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that  their  decisions  for  their  lives  —  What  to  be?  How  prepare? 
Whom  to  marry?  Where  locate?  Etc.,  etc.  —  all  seem  to  have 
been  decided  rightly. 

The  writer’s  relationships  with  Dr.  Frank  have  been  inti¬ 
mate  and  close.  We  have  had  many  interests  in  common,  name¬ 
ly,  Religion,  Education,  History,  Clan  Projects,  Etc.,  all  of 
which  have  been  ties  binding  us  together.  Besides  the  writer 
had  the  honor  of  attending  his  Medical  College  Commencement 
in  Philadelphia,  Pa.,  in  1943.  He  was  a  member  of  a  class  of 
142  graduates.  It  was  indeed  an  inspiration  to  hear  him,  along 
with  his  classmates,  solemnly  take  the  Hippocratic  Oath  for 
medical  doctors,  wherein  they  pledge  themselves  to  the  needs  of 
the  patient  first;  an  oath  or  pledge  originating  and  used  since 
the  Fifth  Cenutry,  A.  D.  It  is  a  good  earmark  of  the  noble¬ 
ness  and  honor  of  the  high  calling  of  a  physician. 

We  were  greatly  interested  throughout  the  graduation 
exercises;  and  jubilant  over  the  fact  that  another  Kinsey  is 
embarking  upon  a  worthy  vocation  of  a  professional  class.  He 
came  through  his  training  with  a  good  and  honorable  average; 
in  health  and  vigor.  The  writer  remembers  giving  this  cousin 
a  bit  of  advice,  as  follows:  “Take  care  of  your  health,  don’t 
break  yourself  down  through  over-study,  for  what  will  it 
profit  to  come  out  of  your  training  with  a  Diploma  in  a  sick 
hand.” 

Dr.  Frank  is  making  his  mark,  and  a  name  for  himself.  He 
is  untiring  in  the  interests  and  progress  of  the  Kinsey  Corpora¬ 
tion.  He  is  congenial  and  democratic,  and  a  friend  of  all. 

A  second  honor  bestowed  upon  the  writer  was  an  invitation 
to  Dr.  Frank’s  wedding  which  took  place  in  the  Christian 
Church,  Laughlintown,  Pa.,  reserved  seats  if  you  please.  The 
services  were  formal,  graceful,  dignified  and  inspirational.  The 
family,  and  especially  the  brothers  showed  their  appreciation 
and  love  for  an  honored  son  and  brother  by  their  perfect  and 
graceful  carrying  out  of  the  rules  governing  such  an  occasion. 
The  wedding  ceremony,  the  reception,  the  serenading  even,  all 
were  tops,  and  occasioned  a  most  delightful  fellowship  of  kin¬ 
folks  and  friends.  Apparently  and  manifestly  Dr.  Frank  and 
Virginia  were  gotten  off  to  a  good  start. 

5.  WADE  HAMPTON  KINSEY,  JR.,  Jan.  13,  1916— 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Karen  Gay  Kinsey. 
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Wade  Hampton  Kinsey,  Jr.,  1916 —  ,  ^orn  in  Ligonier 
Twp.  (Waterford),  Westmoreland  Co.,  Pa.;  married  Mabel  Jean 
Stoner,  Nov.  25,  1937,  Ligonier,  Pa.;  education:  one  year  of 
college,  Army  University  Training  Center,  six  months,  Flor¬ 
ence,  Italy;  hotel  manager,  salesman,  Memorial  Park  manager; 
hobbies:  hunting  and  fishing;  military  service:  inducted  into 
the  Army  at  New  Cumberland,  Pa.,  Oct.  14,  1943,  served  in  the 
337th  Inf.,  Co.  G,  85th  Division  (Italian  Camp)  ;  service  con¬ 
nected:  North  Africa,  Italy,  Switzerland,  Holder  of  Bronze 
Star,  Combat  Infantry  Badge,  three  campaign  stars,  Mediter¬ 
ranean  Theater;  a  Methodist  churchman;  member  F.  &  A.  M., 
Kiwanis;  address:  R.  D.  3,  Reynoldsville,  Pa. 

Wade  H.  Jr.  has  a  Kinsey  distinction  that  most  Kinseys 
cannot  boast  of,  namely,  a  faithful  letter  writer.  At  least,  that 
is  the  writer’s  experience.  Most  of  the  Kinseys  are  afflicted 
with  “No-Write-itis.”  Wade  H.  has  done  quite  well  correspond¬ 
ing  with  the  writer,  in  general  social  correspondence.  In  one  of 
his  letters,  while  in  the  Army  in  Italy,  he  enclosed  an  Italian 
Easter  Greeting,  and  also  a  poem  wirtten  by  himself.  It  is  to 
the  poem  that  I  am  calling  attention.  He  disclaims  being  a 
poet,  or  near  one.  Normally,  with  many  persons,  there  comes 
some  poetic  inspiration.  It  did  to  Wade  H.  while  in  the  military 
service  in  a  foreign  land.  It  is  easily  understood  how  a  soldier 
boy  under  the  conditions  would  more  or  less  commune  with 
his  God  and  the  divine.  The  following  poem  was  thus  written 
and  mailed  the  writer  in  1945: 

PERPETUALITIES 

Still  shines  the  sun  as  brightly  now 
As  when  the  heav’ens  and  earth  were  made. 

Still  blows  the  breeze  and  falls  the  rain, 

And  comes  the  coolness  of  the  shade. 

And  yet  the  Spring  is  crowded  in 
By  living  seeds  that  dormant  lay. 

And  Autumn  with  her  vivid  scenes 
Precedes  the  Winter,  bright  and  gay. 

Still  comes  the  tide  in  rise  and  fall ; 

And  nature’s  children  yet  abound. 

Remaining  hills,  and  vales,  and  streams 
On  earth’s  horizon  can  be  found. 

Still  stands  the  promise  of  the  life 
Beyond  the  brink  of  earthly  days. 

Still  stand  the  lessons  of  the  past 
Alluring  man  to  better  ways. 

Tho  foolish  man,  in  selfish  urge 
Corrupteth  in  his  little  while; 

Still  such  remain  for  future  man, 

Thanks,  God,  for  things  man  can’t  defile. 

— Wade  H.  Kinsey,  Jr. 
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It  will  be  noted  that  the  poem  is  a  Long  meter,  four  feet 
of  two  syllables  each  to  each  line.  The  rhythm  is  perfect. 
The  writer  changed  but  four  words  only,  in  the  second  stanza, 
to  perfect  the  rhyme,  which  did  not  change  the  thought.  It 
leads  to  a  good  climax.  We  hold  it  to  be  a  good  poem;  and 
congratulate  the  author.  (The  poem,  not  exactly  a  lyric,  can 
be  sung  to  any  Long  Meter  tune,  as  for  example,  “Just  As  I 
Am  Without  One  Plea”;  Doxology;  etc.) 

His  interests  in  our  Clan  has  been  tops  also.  The  writer 
has  received  fine  encouragement  and  sympathy  from  him  in 
making  permanent  Kinsey  records  and  facts  in  the  form  of 
a  History.  The  Historical  Committee  has  his  blessing  on  its 
work.  He  is  broadening  his  life  by  widening  his  interests. 
A  booster  and  faithful  attendant  at  the  Reunions,  and  official 
and  Committee  meetings.  At  the  present  time  (1956)  he  is 
serving  in  the  capacity  of  Recording  Secretary. 

His  various  occupations  shows  his  versatility  and  adapt- 
ibility.  He  would  hardly  be  a  Kinsey  if  hunting  were  not  a 
hobby  of  his.  Hunting  and  Fishing  seem  to  be  hang-overs  of 
the  life  of  the  early  Kinsey  when  the  butcher  shop  was  to  be 
found  in  forest  and  stream.  A  good  churchman,  good  business 
man,  a  practical  man  is  he. 

5.  HENRY  LEONARD  KINSEY,  Dec.  6,  1917— Dec.  4,  1918. 

(Ancestry:  ditto;  died  young.) 

5.  (INFANT  DAUGHTER,  April  10,  1920— April  10,1920.) 

(Ancestry:  ditto.) 


5.  LULU  MAY  KINSEY,  Sept.  13,  1893— Feb.  19,  1911. 


Lulu  M.  Kinsey 


4.  Henry  (Harry)  Kinsey,  1870 — 
3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Unmarried;  grade  education. 
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5.  WILLIAM  ELM,ER  KINSEY,  Nov.  24,  1894— July  10,  1917. 


4.  Henry  (Harry)  Kinsey,  1870— 
3.  Joseph  F.  Kinsey,  1840—1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Died  a  young  man.) 


Wm.  E.  Kinsey 


5. 


MARY  ELIZABETH 


KINSEY,  Oct.  19,1899— 

Nov.  11,  1925. 


Mary  E.  Kinsey 


4.  Henry  (Harry)  Kinsey,  1870— 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mary  Elizabeth  married  Samuel 
Hinton  (deceased)  ;  grade  education; 
interred  at  Arlington,  Ind. 


5.  FRANKLIN  MERLE  KINSEY,  June  14,  1902— 

April  20,  1951. 

4.  Henry  (Harry)  Kinsey,  1870 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Jeanne  Kinsey. 

Franklin  Merle  Kinsey,  1902 — born  Berlin,  Somerset  Co., 
Pa.;  married  Marie  Greer;  grade  and  High  School  education; 
Interior  decorator;  a  Lutheran;  deceased  April  20,  1951. 
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5.  IDA  LAV, ERNE  KINSEY,  March  24,  1905— 


Ida  L.  Kinsey 


4.  Henry  (Harry)  Kinsey,  1870 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ida  Laverne  Kinsey,  1905 — ,  born 
in  Berlin,  Somerset  Co.,  Pa.;  married 
Raymond  L.  Shaffer,  Dec.  31,  1921, 
Garrett,  Pa.;  grade  education;  Tele¬ 
phone  operatio,  Sales  Clerk;  Hobby: 
raising  canaries;  a  Lutheran;  extensive 
travels  over  the  U.  S.;  address:  Corri- 
ganville,  Md.;  Children: 

(1)  Maxine  Laverne  Shaffer. 

(2)  Marilyn  Elizabeth  Shaffer. 


5.  CLARENCE  HENRY  KINSEY,  June  20,  1896 _ 

4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

w  ]V^ar/IIed  Margaret  Welsh;  grade  education;  farmer;  World 
War  I  (France);  address:  R.  D.  Uniontown,  Pa. 


5.  EMMA  BLANCH 


KINSEY,  Dec.  1,  1897— 


4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Emma  Blanch  married  Ralph 
Shaeffer;  2nd.  Alex  Neuder;  grade  edu¬ 
cation;  Clerk;  Saxton,  Pa. 
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5.  DEWEY  FRANKLIN  KINSEY,  Dec.  20,  1898— 

4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Iva  Fritz;  grade  education;  Trucker;  Windber,  Pa. 


5.  ALBERT  JAMES  KINSEY,  May  4,  1901— 

4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Ivadean  Margaret  Kinsey,  March  12,  1925 — 

6  (2)  Dorothy  Allene  Kinsey,  May  2,  1927 — 

James  Albert  Kinsey ,  1901 — ,  married  Freda  Nisely;  grade 
education;  plumber;  address:  Hollidaysburg,  Pa. 


5.  JOSEPH  CLINTON  KINSEY,  Jan.  30,  1903— 


Joseph  C.  Kinsey 


4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Goldie  J.  McVicker,  1933; 
Mann’s  Choice;  plumber;  World  War  I 
(1917)  ;  277  David  St.,  Johnstown,  Pa. 


5.  EDWARD  CARL  KINSEY,  May  31,  1905— 

4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Single;  grades;  farm  hand;  R.  D.  Uniontown,  Pa. 

5.  CHESTER  VERNON  KINSEY,  May  28,  1907- 

Sept.  8,  1907. 

(Ancestry:  ditto;  aged  a  few  months.) 

5.  EARL  VICTOR  KINSEY,  Feb.,  1917— 

(Ancestry:  ditto;  aged  about  four  months.) 
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5.  SHELDON  ROBERT  KINSEY,  May  16,  1910— 

4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Grade  education;  Milk  trucker;  address:  Turtle  Creek,  Pa. 


5.  WALTER  GEORGE  KINSEY,  Aug.  29,  1911— 
4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Grades;  Milk  trucker;  address:  Turtle  Creek,  Pa. 


5.  RAYMOND  BLAIR  KINSEY,  Sept.  27,  1912— 

4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Store  clerk;  grade  education;  R.  D.  Uniontown,  Pa. 


5.  PEARL  E.  KINSEY,  Oct.  27,  1917— 

4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  -  -  -  Hill;  grade  education;  housewife;  R.  D., 
Uniontown,  Pa. 


5.  ETHEL  E.  KINSEY,  July  7,  1918— 

4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Michael  Gosnick;  grade  education,  Housewife; 
Central  City,  Pa. 


5.  EDITH  MAY  KINSEY,  Aug.  29,  1921— 

4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Joseph  Mochak;  housewife;  grade  education; 
Detroit,  Michigan. 
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5.  EDISON  BLAIR  KINSEY,  Aug.  9,  1900— July  5,  1954. 

4.  Albert  Hillgas  Kinsey,  1872 — 1940. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Edison  Paul  Kinsey,  Nov.  13,  1922 — 

6  (2)  Ralph  Gordon  Kinsey,  Dec.  3,  1923 — 

Edisoyi  Blair  Kinsey,  1900 — 1954,  was  born  near  Wayne, 
Ohio;  married  Mildred  Dailey,  1921,  oil  pumper;  grade  and 
partial  high  school  education;  deceased;  World  War  veteran; 
war  record  as  follows: 

Edison  Blair  Kinsey — His  Patriotic  Services  in  World  War  /. 

Entered  service  at  Toledo,  Ohio,  May  3,  1917. 

Stationed  at  San  Benito,  Texas,  on  the  Rio  Grande  River, 
with  Company  G,  26th  Infantry  of  the  Regular  U.  S.  Army. 

Left  Texas  in  June,  1917,  for  Europe  to  enter  the  World 
War  service. 

The  26the  Infantry  was  one  among  the  four  regiments  com¬ 
prising  the  First  Division  to  participate  in  the  World  War. 
These  were  the  First  American  Troops  to  enter  Europe 
(France)  ;  and  the  first  troops  in  the  trenches,  October,  1917. 

He  landed  at  St.  Nazaire,  France,  June  28,  1917.  This  was 
Gen.  John  J.  Pershing’s  own  Division,  all  composed  of  the  Reg¬ 
ular  U.  S.  Army. 

He  was  honorably  discharged  April  8,  1919,  from  the  Reg¬ 
ular  U.  S.  Army  at  Camp  Sherman,  Ohio. 

He  was  gassed  April  13th  or  14th,  1918,  by  chlorine  gas, 
near  Montdidier,  France.  Was  gassed  either  by  a  faulty  gas 
mask,  or  else  by  taking  the  mask  off  too  soon.  This  was  on  the 
Marne  front.  He  was  in  different  field  hospitals  (First  Aid 
Stations)  ;  thence  was  taken  to  Base  Hospital  Number  18  at 
Limoges  where  he  remained  for  thirty  days.  Thence  he  was 
taken  to  St.  Nazaire  for  eight  or  ten  days,  awaiting  a  ship  for 
America.  He  was  brought  to  a  hospital  in  Norfolk,  Va.,  where 
two  weeks  were  spent.  Thence  he  was  taken  to  U.  S.  Hospital 
No.  8,  Otisville,  N.  Y.,  where  nine  months  were  spent.  Thence 
he  went  to  Camp  Sherman,  Ohio,  where  he  was  discharged. 

From  October,  1917 — April,  1918,  with  the  exception  of  six 
or  seven  weeks,  he  was  continuously  at  the  front,  or  near  it. 

He  was  in  the  same  regiment  as  that  of  Theodore  Roosevelt, 
Jr.  Major  Roosevelt  was  over  the  First  Battalion;  while 
Edison  was  serving  in  the  Second  Battalion;  but  saw  Mr. 
Roosevelt  every  day. 

Edison  was  within  one  rod  of  the  first  man  killed  in  his 
Company. 

“The  toughest  experience  in  the  war  was  in  the  hand-to- 
hand  fighting,  killing  one  another,  slaughtering  one  another.” 

Another  experience,  among  the  thousands,  was  to  live  in  a 
dug-out  for  two  weeks,  underneath  a  cemetery.  He  slept  on 
narrow  shelves  of  earth,  with  a  bit  of  a  board  to  prevent  him 
from  rolling  out.  The  water  had  to  be  pumped  out  of  this  dug- 
out  continuously. 
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In  another  dug-out,  while  asleep  on  inch  boards  over  about 
four  feet  of  water,  a  rat  came  and  chewed  a  hole  into  the  blouse 
pocket  by  the  arm-pit,  and  chewed  at  a  letter  received  from 
home.  When  he  awoke  in  the  morning,  he  observed  what  the 
intruder  had  done.  “But  rates  were  not  the  only  intruders.” 

Such  were  some  of  the  experiences  of  war,  and  as  Sherman 
said,  “War  is  hell.” 

Edison  B.  Kinsey  was  one  of  our  kin  to  have  participated 
in  the  World  War  overseas.  C.  Ernest  Kinsey  was  another; 
also,  John  C.  Kinsey,  etc. 

War  is  bad  and  has  never  settled  anything.  All  honor  to 
the  soldier  boys  of  the  past  of  whatever  war.  But  we  are  glad 
for  the  newer  patriotism  of  the  present  day.  I  refer  to  the 
patriotism  which  is  in  keeping  with  the  Kellogg  Peace  Pact 
(1929)  by  which  instrument  the  leading  nations  of  the  world 
have  agreed  to  settle  international  difficulties  and  disputes,  not 
by  war,  but  by  pacific  means.  He  who  advocates  war  today  is, 
in  fact,  without  the  law,  and  behind  the  times.  He  is  not  pat¬ 
riotic.  War  is  the  abuse  of  force,  and  not  the  use  of  it,  as  in 
maintaining  law  and  order — whether  among  individuals,  or 
ntions.  The  signatory  nations  of  the  Peace  Pact  have  decided 
on  civil  methods  for  settling  their  troubles.  Praise  the  Prince 
of  Peace  for  that!  The  newer,  higher,  patriotism  of  this  day 
stands  for  peace,  not  war,  for  law  and  order  among  the  family 
of  nations  of  the  earth.  Many  are  slow  at  realizing  this. 

khe  prophecy  of  learning  war  no  more  is  slowly  being-  ful¬ 
filled.  The  doctrine  of  the  brotherhood  of  man  is  better  than 
enmity  and  strife. 

Edison  Kinsey’s  great,  great-grandfather;  and  great,  great- 
grand  mother  were  both  born  in  Germany,  1769.  His  great¬ 
grandfather,  and  great-grandmother  were  of  full  German  de¬ 
scent.  His  grandfather  and  grandmother,  also,  which  leaves  his 
lather  pure  German;  and  himself,  at  least,  half  German.  And 
still  he  was  called  upon  to  fight  the  Germans,  the  people  and 
country  of  his  ancestry.  Of  course  he  was  not  responsible  for 
this.  But  it  helps  us  to  see  that  surely  there  is  a  lack  of  a 
proper  appreciation  of  the  peoples  of  the  earth. 

Franklin  said,  “There  never  was  a  good  war  or  a  bad 
peace.”  We  must  end  war;  and  in  this  connection  it  is  very 
fitting  to  quote  from  the  General  in  whose  Division  Edison 
Kinsey  served.  Mr.  Pershing  says,  “The  world  does  not  seem 
to  learn  from  experience.  It  would  appear  that  the  lessons 
learned  from  the  last  six  years  should  be  enough  to  convince 
everybody  of  the  danger  of  nations  striding  up  and  down  the 
earth  armed  to  the  teeth.  But  no  one  nation  can  reduce  aynns 
unless  all  do.” 

“Unless  some  such  move  be  made,  we  may  well  ask  our¬ 
selves  whether  civilization  does  not  really  reach  a  point  where 
it  begins  to  destroy  itself  and  whether  we  are  thus  doomed  to  go 
headlong  down  through  destructive  war  and  darkness  to  bar - 
barism.” — Gen.  John  J.  Pershing,  Dec.  29,  1920.  And  with  him, 
another  General  of  the  Great  War,  “I  should  be  a  traitor  to  my 
country  if  I  did  not  do  everything  in  my  power  to  abolish 
war.” — Gen.  John  F.  O’Ryan. 
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So  we  do  not  wish  to  minimize  the  service  renedred  by  any 
of  the  boys  of  past  wars;  but  let  us  all  remember  that  when  we 
join  with  Mr.  Pershing,  and  others,  in  the  great  struggle  for 
universal  peace,  in  the  writer’s  humble  judgment,  we  are  ren¬ 
dering  a  greater  service  to  the  world  than  by  war.  Let  each 
one  of  us  “Be  a  hero  in  the  strife”  for  peace,  universal  peace. 
The  Prince  of  Peace  declares  for  “good-will  among  men.” 

Edison  passed  away  prematurely,  when  he  was  nearing 
fifty-four  years,  being  gassed  in  World  War  I  doubtless  short¬ 
ened  his  days.  He  was  mechanical,  and  a  good  carpenter.  Re¬ 
sided  in  Wayne,  Ohio. 


5.  RUTH  B.  KINSEY,  Aug.  19,  1904— 

4.  Albert  Hillegass  Kinsey,  1872 — 1940. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ruth  B.  Kinsey,  1904 — ,  born  Wayne  (Prairie  Depot), 
Ohio;  married  Harold  Wollam,  March  18,  1925;  Monroe,  Mich.; 
grade,  and  High  School  education;  housewife;  Methodist;  ad¬ 
dress  :  Portage,  Ohio ;  Children : 

(1)  Edna  Rowene  Wollam;  born  Nov.  21,  1927;  married 

- (?)  King,  has  two  children:  Barbara  Ann  King, 

Nov.  28,  1948,  and  Edna  Rowene  Wollam  King; 
a  High  School  graduate;  a  Registered  Nurse  (R.N.)  ; 
Cadet  Nurse  graduate;  address;  Philadelphia,  Pa. 

(2  Marian  Arlene  Wollam,  born  June  12,  1931;  married 

- (?)  Shull,  has  two  children:  Jane  Louise  Shull, 

April  12,  1949;  and  Kathryn  Elaine  Shull,  Sept.  2, 
1954;  a  High  School  graduate;  housewife;  address; 
Bowling  Green,  Ohio. 


5.  EDNA  M.  KINSEY,  April  17,  1909— 

4.  Albert  Hillegass  Kinsey,  1872 — 1940. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Edna  M.  Kinsey,  1909 — ,  born  Wayne  (Prairie  Depot), 
Ohio;  Married  Donald  Strock,  1929,  has  two  children:  Betty 
Ann  Strock,  July  13,  1930,  and  Harley  Thomas  Strock,  Jan.  29, 
1933  (Betty  is  a  High  School  graduate,  married,  employee  in 
University  at  Bowling  Green,  Ohio.  Harley  Thomas  is  also  a 
High  School  graduate,  single,  (2  years  service  in  U.  S.  Navy)  ; 
Edna  is  a  housewife;  she  and  children  are  members  of  Church 
of  Christ;  address:  Kiel  Court,  Bowling  Green,  Ohio. 
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5.  MILDRED  L.  KINSEY,  April  2,  1902 — 

1.  Harvey  Kinsey,  1874 — 1944. 

3.  Jacob  Kinsey,  1844 — 1911. 
z.  henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mildred  L.  married  Max  Morrison;  children:  1  son,  3 
daughters;  present  address:  c/o  A.  O.  R.  H.,  Box  278,  Baghdad, 
Iraq. 


5.  ERMA  MAY  KINSEY,  Nov.  13,  1906— 

1.  Harvey  Kinsey,  1874 — 1944. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Erma  May  Kinsey,  1906 —  ,  born  in  Wayne,  Wood  Co., 

Ohio;  married  Otto  Hutchins;  grades  and  two  years  in  high 
school;  housewife;  Evangelical  United  Brethren  Church  mem¬ 
ber;  address:  Fostoria,  Ohio;  children: 

(1)  Alvernis  Mae  Hutchins,  married  -  -  ?  -  -  Weiker; 
grades  and  high  school  education,  Fostoria  High 
School;  housewife  and  Production  Operator  (Auto 
Lites  Spark  Plugs);  address:  Box  147,  East  Main 
Street,  Rising  Sun,  Ohio. 

(2)  Donald  Fry  Hutchins,  married;  grades  and  Fostoria 
High  School  graduate;  machine  erecter;  four  years 
in  the  U.  S.  Navy,  stationed  in  Japan,  on  tanker. 
Address:  2781  Circular  Street,  Tiffin,  Ohio. 

(3)  Roland  Gene  Hutchins,  single;  grades  and  Fostoria, 
Ohio,  High  School;  three  years  in  U.  S.  Army;  rough 
grinder,  Atlas  Crank  Shaft  Inc.;  address:  435  Elm 
Street,  Fostoria,  Ohio. 


5.  ARLEY  R.  KINSEY,  Aug.  3,  1908— 

1.  Harvey  Kinsey,  1874 — 1944. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Arlej 1  R-  Kinsey  was  born  in  Wayne,  Ohio;  high  school  ed¬ 
ucation;  married  Rachael  Mohler,  1926;  dry  cleaner;  address: 
2803  Albion  Street,  Toledo,  Ohio;  no  children  (1932).  No  report. 


5.  GEORGE  W.  KINSEY,  Nov.  19,  1912— 

1.  Harvey  Kinsey,  1874 — 1944. 
3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 
1.  Jacob  Kinsey,  1769 — 1851. 
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George  Woodrow  Kinsey,  1912 —  ,  born  in  Wayne,  Wood 

Co.,  Ohio;  married  Clona  Evelyn  Brame,  June  28,  1936,  Ada, 
Ohio;  high  school  education;  clerk  and  assistant  manager  A  &  P 
Store;  postmaster;  cooperative  in  the  Corporation  program;  a 
Lutheran  churchman. 


Mr.  and  Mrs.  George  W.  Kinsey 


5.  CHARLES  KINSEY,  Jan.  30,  1916— Jan.  30,  1916. 

1.  Harvey  Kinsey,  1874 — 1944. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  day  of  birth. 


5.  JOHN  ALFRED  KINZEY,  July  30,  1919— 

1.  Harvey  Kinsey,  1874 — 1944. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Kristina  Anne  Kinzey. 


John  A.  Kinzey 


John  Alfred  Kinzey,  1919 —  , 

born  in  Wayne,  Wood  Co.,  Ohio;  mar¬ 
ried  Charlene  Jeane  Kreuz,  June  18, 
1949,  Fostoria,  Ohio;  high  school  gradu¬ 
ate;  factory  laborer  (Seneca  Wire  Co.), 
Fostoria,  Ohio;  served  in  U.  S.  Army, 
World  War  II;  address:  435  Colonial 
Drive,  Fostoria,  Ohio. 
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5.  DONALD  M.  KINSEY,  Nov.  5,  1921— 

1.  Harvey  Kinsey,  1874 — 1944. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Donald  Melvin  Kinsey,  1921 —  ,  born  Wayne,  Ohio' 
married  Betty  Barbara  Marshall,  July  14,  1946,  Bloomdale,’ 
Ohio;  grades  and  high  school  education;  manager  Meat  Depart¬ 
ment,  A  &  P  Tea  Co.;  served  in  U.  S.  Marines,  World  War  II- 
Methodist;  address:  Wayne,  Ohio. 


5.  GLADYS  ALMEDA  KINSEY,  Dec.  20,  1906— April  14, 
1932. 

4.  Joseph  Kinsey,  1881 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Gladsy  Almeda  was  born  in  Johnstown  Pa.;  a  graduate  of 
the  city  high  school,  also  a  graduate  of  Indiana  State  Teachers 
College,  and  had  pursued  some  further  study  in  the  Extension 
Department  of  the  University  of  Pittsburgh  (Johnstown,  Pa.)  ; 
taught  in  the  Johnstown  City  Schools  for  six  years,  teaching  at 
at  the  time  of  her  death,  music  and  art  in  the  grades;  interred 
in  Grandview  Cemetery,  Johnstown,  Pa. 

5.  MARION  LUCILE  KINZEY,  Aug.  2,  1908— 

4.  Joseph  Kinsey,  1881 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Marion  Lucile  Kinzey,  1908 —  ,  was  born  in  Johnstown, 
Cambria  Co.,  Pa.;  married  Kenneth  S.  Frye,  Aug.  8,  1931; 
Johnstown,  Pa.,  High  School  graduate,  and  Business  College; 
sales  lady,  demonstrator,  and  housewife;  address:  5030  Collins 
Street,  Houston  16,  Texas;  children: 

(1)  Frank  F.  Frye. 

(2)  Joseph  Frye. 

5.  WILBERT  ANSON  KINSEY,  Feb.  5,  1910— 

4.  Joseph  Kinsey,  1881 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Joseph  Wilbert  Kinzey,  Oct.  30,  1942 — 

6  (2)  Eva  Arlene  Kinzey,  July  8,  1944 — 

6  (3)  Kathryn  Ann  Kinzey,  Aug.  2,  1949 — 

Wilbert  Anson  Kinzey ,  1910—  ,  born  in  Johnstown,  Pa  : 

married  Clara  Pearl  Moore,  Oct.  20,  1936,  New  Windsor,  Md.; 
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education:  grades  and  high  school,  Johnstown,  Pa.;  salesman; 
hobbies:  hunting,  fishing  and  farming;  Evangelical  United 
Brethren  churchman;  address:  Johnstown,  Pa.  Has  always 
been  interested  and  cooperative  in  the  Clan  and  its  projects; 
has  served  in  official  and  committee  capacities. 

5.  EVELYN  MAE  KINSEY,  May  24,  1919— 

4.  Joseph  Kinsey,  1881 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Evelyn  Mae  Kinsey,  1919 —  ,  born  in  Johnstown,  Cam¬ 

bria  Co.,  Pa.;  married  Robert  R.  Milliron,  1937;  Johnstown,  Pa., 
High  School  graduate;  housewife;  address:  1184  Kingsley  Road, 
Camp  Hill,  Penna.;  children: 

(1)  Robert  W.  Milliron. 


5.  ERNEST  NEFF  KINSEY,  March  25,  1909— 

4.  John  Christopher  Kinsey,  1884 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Mary  Lou  Kinzey. 


Ernest  Neff  Kinsey,  March  25, 
1909 —  ,  married  (a)  Margaret 

Rodgers,  (b)  Lillian  Benadon;  laborer; 
military:  was  in  training;  address: 
Canton,  Ohio. 


Ernest  N.  Kinsey 


5.  BYRON  KINSEY,  Jan.  30,  1911— 

4.  John  Christopher  Kinsey,  1884 — 
3.  Jacob  Kinsey,  1884 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  David  Allen  Kinzey,  Feb.  1,  1954 — 
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Byron  Ross  Kinzey,  1911 —  ,  married  LaVerne  Arline 
Berkey,  Feb.  14,  1953,  R.  D.,  Windber,  Pa.;  lumber  manufac¬ 
turer:  farmer;  address:  R.  D.,  New  Paris,  Pa. 

5.  CATHERINE  CHRISTINE  KINSEY,  Nov.  14,  1914— 

4.  John  Christopher  Kinsey,  1884 — 

3.  Jacob  Kinsey,  1884 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Catherine  Christine  Kinzey,  1914 —  ,  born  R.  D.  1, 

Schellsburg,  Bedford  Co.,  Pa.;  married  George  R.  Tope;  grade 
education;  homemaker;  address:  Canton,  Ohio;  children: 

(1)  Linda  Lou  Tope. 

(2)  William  Henry  Tope  . 

5.  HARRY  KINZEY,  Dec.  27  ,1921— Jan.  4,  1922. 

4.  John  Christopher  Kinsey,  1884 — 

3.  Jacob  Kinsey,  1884 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

5.  GEORGE  WILLIAM  KINSEY,  Feb.  22,  1923— 

4.  John  Christopher  Kinsey,  1884 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769—1851. 

George  William  Kinzey,  1923 —  ,  grass-widower;  grade 
and  high  school  education;  mill  foreman;  military  service: 
served  under  Gen.  Patton  in  Germany;  address:  Canton,  Ohio. 


5.  ALVA  DEAN  KINSEY,  Nov.  6,  1915— 

4.  Adam  Edgar  Kinsey,  1886 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769—1851. 

6  (1)  Linda  Lee  Kinsey,  July  20,  1945 — 

6  (2)  Robert  Dean  Kinsey,  July  23,  1946 — 

6  (3)  Doris  Ann  Kinsey,  April  18,  1953 — 

Alva  Dean  Kinzey,  1915 —  ,  born  R.  D|,  New  Paris,  Bed- 

lord  Co.,  Pa.;  married  Ethel  May  Miller,  Feb.  19,  1945,  Las 
Vagas,  Nevada;  grades  and  high  school  graduate;  plumbing  and 
electrician;  military:  Air  Force  electrical  engineering,  Oct 
1942— Dec.  1945,  Las  Vagas,  Nevada;  hobby:  gaming;  United 
brethren  Churchman;  school  director,  Napier  Twp  •  address- 
New  Paris,  Bedford  Co.,  Pa. 
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5.  EDWARD  HAROLD  KINSEY,  April  20,  1917— 

4.  Adam  Edgar  Kinsey,  1886 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Edward  Harold  Kinsey,  1917 —  ,  born  R.  D.,  New  Paris, 
Bedford  Co.,  Pa.;  married  Celety  Powell  while  in  service  (World 
War  II)  ;  no  children;  grade  education;  four  years  Air  Force 
aerial  engineer,  Elgin  Field,  Florida. 

5.  JAY  ALTON  KINSEY,  Aug.  15,  1920— 

4.  Adam  Edgar  Kinsey,  1886 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Jay  Alton  Kinsey,  1920 —  ,  born  R.  D.,  New  Paris,  Bed¬ 
ford  Co.,  Pa.;  single;  bricklayer;  military  service:  two  years  in 
Panama;  address:  736  Rear  Bedford  Street,  Johnstown,  Pa. 

5.  OLIN  PERRY  KINSEY,  March  10,  1925— Sept.  19,  1944. 

4.  Adam  Edgar  Kinsey,  1886 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Olin  Perry  Kinsey,  1925 —  ,  born  in  Johnstown,  Pa.; 
single ;  grade  and  high  school  education ;  from  school  he  entered 
the  U.  S.  Army,  81st  Wild  Cat  Infantry  Division,  15  months; 
was  killed  on  Anguar  Island,  south  of  the  Philippines,  shot  by  a 
sniper  while  unloading  ammunition;  interred  in  Arlington 
Cemetery. 

5.  WARREN  R.  KINSEY,  March  31,  1930— 


4.  Adam  Edgar  Kinsey,  1886 — 
3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Warren  Pay  Kinsey,  1930 —  , 

single;  grade  and  high  school  education; 
Air  Force  staff  sergeant  four  years; 
Nov.  3,  1954,  the  following  was  printed 
in  the  Tribune-Democrat  paper,  Johns¬ 
town,  Pa.:  “Tyndall  Air  Force  Base, 
Fla.  —  Warren  R.  Kinzey,  airman  first 
class,  upon  being  named  Airman  of  the 
Month  here.  Airman  Kinzey  received  a 
cash  award  and  a  three-day  pass  in  be¬ 
ing  chosen  the  top  airman.” 


Warren  R. 
Kinsey 
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5.  FRED  JAMES  KINSEY,  April  4,  1919  — 

4.  Jacob  Henry  Kinsey,  1888 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Henry  Charles  Kinsey,  June  8,  1945. 

6  (2)  Alan  Richard  Kinsey,  Aug-.  13,  1946. 

6  (3)  Jeanne  Kinsey,  May  13,  1948. 

6  (4)  James  Kinsey,  May  5,  1950. 

6  (5)  Susan  Kinsey,  Jan.  2,  1952. 

6  (6)  Thomas  Kinsey,  Nov.  24,  1954. 

Fred  James  Kinsey,  1919—  ,  born  Alum  Bank,  Bedford, 

Co.,  Pa.;  married  Mary  M.  -  -  ?  -  grades  and  high  school  edu¬ 
cation;  machinist;  address:  Ferndale,  Mich. 

5.  MARLIN  KENNETH  KINSEY,  May  4,  1921— 

4.  Jacob  Henry  Kinsey,  1888 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

At  home;  address:  117  Radian  Drive,  Johnstown,  Pa. 

5.  KARL  HENRY  KINSEY,  Dec.  5,  1922— 

4.  Jacob  Henry  Kinsey,  1888 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1894 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

At  home;  address:  117  Radian  Drive.  Johnstown,  Pa. 

5.  RUTHANNA  KINSEY,  Dec.  19,  1927— 

4.  Jacob  Henry  Kinsey,  1888 — 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

school  graduate;  bank  employee;  at  home;  address: 
117  Radian  Drive,  Johnstown,  Pa. 


5.  ADA  MAY  KINSEY,  Dec.  21,  1892— 

4.  William  Penn  Kinsey,  1867 — 1919. 

3.  Jacob  Henry  Kinsey,  1832 — 1897 
2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ada  May  married  Walter  Harrison  Goehring,  1914;  born  in 
Evans  City;  grade  and  high  school  education;  resides  in  Evans 
City,  Butler  Co.,  Pa.;  no  children,  adopted  daughter,  Barbara 
Lou. 
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5.  WILBUR  LOWRY  KINSEY,  Aug.  29,  1894— 

4.  William  Penn  Kinsey,  1867 — 1919. 

3.  Jacob  Henry  Kinsey,  1832 — 1897 
2.  William  Kinsey,  1808 — 1879 
1.  Jacob  Kinsey,  1769 — 1851. 

Wilbur  Lowry  Kinsey ,  1894 —  ,  was  born  at  Evans  City, 

Butler  Co.,  Pa.;  married  Blanche  Heckard,  1919;  grade  school 
education;  carpenter;  resides  at  Evans  City,  Pa.;  no  children 
(1930). 


5.  ERNEST  DEWEY  KINSEY,  Jan.  18,  1898— 

4.  William  Penn  Kinsey,  1867 — 1919. 

3.  Jacob  Henry  Kinsey,  1832 — 1897 
2.  William  Kinsey,  1808 — 1879 
1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  William  Chester  Kinsey,  May  18,  1919 — 

6  (2)  Mary  Catherine  Kinsey,  July  31,  1923 — 

Ernest  Dewey  Kinsey ,  1898 —  ,  was  born  in  Evans  City, 
Butler  Co.,  Pa.;  married  Lillian  Mary  Andrew,  1916;  education: 
High  School  and  University  of  Pittsburgh;  dentist;  residence: 
Evans  City,  Pa. 

Dr.  Kinsey  is  professionally  what  his  great-great  grand¬ 
father,  Jacob  Kinsey,  was  as  a  coloinal  and  community  practi¬ 
tioner  whose  instrument  was  the  American  “door  key”  extrac¬ 
tor.  See  Chapter  VII.  As  a  proof  that  the  world  is  growing 
better,  simply  compare  the  two  methods  —  then  and  now  —  of 
extracting  teeth. 


5.  PAUL  LAVERNE  KINSEY,  Aug.  26,  1899— Dec.  4,  1901. 
4.  William  Penn  Kinsey,  1867 — 1919. 

3.  Jacob  Henry  Kinsey,  1832 — 1897 
2.  William  Kinsey,  1808 — 1879 
1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  second  year  of  age. 


5.  ALBERT  KARL  KINSEY,  Oct.  14,  1913— 

4.  William  Penn  Kinsey,  1867 — 1919. 

3.  Jacob  Henry  Kinsey,  1832 — 1897 
2.  William  Kinsey,  1808 — 1879 
1.  Jacob  Kinsey,  1769 — 1851. 

Albert  Karl  Kinsey,  1913 —  ,  born  in  Evans  City,  Butler 
Co.,  Pa.;  grade  and  high  school  education,  student;  resides  in 
Evans  City,  Pa. 
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5.  LESTER  EDWARD  KINSEY,  Jan.  7,  1906— Nov.  2,  1908. 
4.  Franklin  Adam  Kinsey,  1873 — 1928. 

3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769—1851. 

Died  in  third  year  of  his  age. 


5.  MALCOLM  S.  KINSEY,  Sept.  7,  1907— 

4.  Franklin  Adam  Kinsey,  1873 — 1928. 

3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Joan  Louise  Kinsey. 

6  (2)  Marilyn  Sue  Kinsey. 

Malcolm  Stanley  Kinsey,  1907 —  ,  born  in  Pittsburgh, 
Pa.;  married  Sara  Virginia  Evans,  June  14,  1941,  Roanoke,  Va.; 
education:  grades,  high  school,  college  (two  years)  ;  served  in 
the  U.  S.  Army,  two  years,  World  War  II;  a  traveling  sales¬ 
man;  a  Methodist;  traveled  extensively  while  in  the  U.  S. 
Army;  address:  Roanoke  12,  Va. 


5.  RUTH  ELIZABETH  KINSEY,  Oct.  13,  1910— 

4.  Franklin  Adam  Kinsey,  1873 — 1928. 

3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ruth  Elizabeth  Kinsey,  1910 —  ;  married  Stanley 

Joseph  Gurney;  three  children:  Stanley  Joseph  Gurney  Jr.  and 
Mary  Louise  (twins),  and  Leanne  Gurney;  education:  grades 
and  high  school;  bookkeeper;  hobbies:  golf,  sewing;  Methodist 
faith;  travels:  cuba,  Jamaica,  Central  America;  address:  Co¬ 
lumbiana,  Ohio. 

5.  MARY  LOUISE  KINSEY,  May  12,  1914— Nov.  21,  1916. 

4.  Franklin  Adam  Kinsey,  1873 — 1928. 

3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  third  year  of  age. 


5.  HELEN  BLANCH  KINSEY,  March  2,  1910— 

4.  John  Charles  Kinsey,  1877 — 1933. 
3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 
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Helen  Blanch  Kinsey  is  a  graduate  of  Geneva  College  with 
a  B,  S.  Degree  in  Education;  educator;  address:  Harmony, 
Butler  Co.,  Pa. 

5.  HAZEL  GILBERT  KINSEY,  May  20,  1912— 

4.  John  Charles  Kinsey,  1877 — 1933. 

3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

Hazel  Gilbert  Kinsey  is  a  graduate  of  Geneva  College  with 
B.  A.  and  B.  S.  Degrees,  latter  in  education;  educator;  address: 
Harmony,  Butler  Co.,  Pa. 


5.  MARGARET  KINSEY 

4.  Charles  Bliss  Kinsey,  1865 — 

3.  William  Scott  Kinsey,  1834 — 1888. 
2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

(No  report.) 


5.  PEARL  KINSEY 

4.  Charles  Bliss  Kinsey,  1865 — 

3.  William  Scott  Kinsey,  1834 — 1888. 
2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Report  lacking.) 


5.  HAROLD  LESTER  KINSEY,  May  26,  1901— 

4.  William  Henry  Kinsey,  1867 — 1924. 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

Harold  Lester  Kinsey,  1901 —  ,  was  born  in  Dixon,  Ill.; 

married  Hazel  Gallotti;  grade  school  education;  salesman;  re¬ 
sides  in  Chicago,  Ill.  No  children  (1931). 

5.  MAE  LANORA  KINSEY,  July  9,  1904— 

4.  William  Henry  Kinsey,  1867 — 1924. 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mae  Lanora  was  born  in  Dixon,  Ill.;  married  Joseph  Mc¬ 
Donald,  1928;  grade  education;  clerical  work;  resides  in  Chi¬ 
cago,  Ill.  (1931;  no  children. 
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5.  HELEN  GERTRUDE  KINSEY,  Aug.  4,  1906— 

4.  William  Henry  Kinsey,  1867 — 1924. 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

T,i  HeleLn  Gertrude  married  Tony  Actabaski;  born  in  Dixon, 
lib,  grade  education;  resides  in  Chicago,  Ill.;  no  children. 

5.  MILDRED  REBECCA  KINSEY,  March  13,  1911— 

4.  William  Henry  Kinsey,  1867 — 1924. 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mildred  is  unmarried  (1931)  ;  was  born  in  Dixon,  Ill.;  edu¬ 
cation:  two  years  in  high  school,  and  Business  College;  dental 
assistant;  resides  in  Rochelle,  Ill. 


5.  GEORGE  EDWARD  KINSEY,  Feb.  10,  1918— 

4.  William  Henry  Kinsey,  1867 — 1924. 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

George  Edward  Kinsey,  1918—  ,  was  born  in  Dixon, 

Ill.;  grade  education;  resides  in  Chicago,  Ill. 


5.  FLORENCE  TAYLOR  KINSEY,  June  5,  1901 — April  29, 
1907. 

4.  Calvin  Otto  Kinsey,  1874 — 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  sixth  year  of  age. 

5.  ALBERT  FREEMAN  KINSEY,  June  25,  1903— 

4.  Calvin  Otto  Kinsey,  1874 — 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Albert  Freeman  Kinsey,  1903—  ,  born  in  Cleveland, 

Ohio;  married  Gladys  Mary  Walmsley,  1928;  education;  high 
school,  graduate  Massachusetts  Institute  of  Technology;  tire 
designer,  The  Goodyear  Tire  and  Rubber  Co.;  resides  in  Cuy¬ 
ahoga  Falls,  Ohio.  No  children  (1930). 
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5.  IDA  CATHERINE  KINSEY,  Dec.  30,  1893— March  24, 
1901. 

4.  Peter  E.  Kinsey,  1868 — 1912. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  eighth  year. 

5.  GEORGE  WILLIAM  KINSEY,  June  11,  1896— June  20, 
1899. 

4.  Peter  E.  Kinsey,  1868 — 1912. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  fourth  year  of  age. 

5.  SAMUEL  H.  KINSEY 

4.  Peter  E.  Kinsey,  1868 — 1912. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

(No  report.) 


5.  C.  MARGARET  KINSEY 

4.  Peter  E.  Kinsey,  1868 — 1912. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Frank  F.  Holtzman.  No  further  report. 


5.  PETER  CLIFFORD  KINSEY 

4.  Peter  E.  Kinsey,  1868 — 1912. 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

(No  report.) 


5.  MAURICE  EUGENE  KINSEY,  March  11,  1899— June  6, 
1899. 

4.  Frank  Benjamine  Kinsey,  1875 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Died  in  childhood.) 
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5.  MABEL  JUNE  KINSEY,  June  6,  1904— 

4.  Frank  Benjamine  Kinsey,  1875 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mabel  June  Kinsey,  1904 —  ,  born  in  Johnstown,  Cam¬ 
bria  Co.,  Pa.;  married  Marlyn  R.  Fetterolf,  Nov.  28,  1923 
(Uniontown,  Pa.);  education:  grades,  Johnstown  High  School, 
1920,  completed  a  course  in  Cambria  Business  College  (Johns¬ 
town,  Pa.)  ;  graduate  Susquehanna  University,  1924  (Selins- 
grove,  Pa.)  ;  housewife;  secretary,  corporation  executive, 
Ground  Corps  Observer  for  U.  S.  Air  Force;  Lutheran  faith; 
address:  Johnstown,  Pa.;  children: 

(1)  Frank  Kinsey  Fetterolf;  married  Shirley  Hudson, 
1946;  education:  Westmont-Upper  Yoder  High 
School,  1943;  Susquehanna  University  (Selinsgrove, 
Pa.),  B.  S.  Degree  ,1948;  corporation  executive; 
military  service:  U.  S.  Army,  1943-1846,  served  in 
Europe  with  the  75th  Infantry  Division;  address: 
1815  Pitt  Ave.,  Johnstown,  Pa. 

(2)  Marlyn  June  Fetterolf,  married  Richard  Robert 
Bowers,  1955;  education:  Westmont  -  Upper  Yoder 
High  School,  1950;  Susquehanna  University  (Selins¬ 
grove,  Pa),  B.  S.  degree,  1954;  before  marriage  was 
teller  at  Johnstown  Bank  and  Trust  Co.;  housewife; 
address:  5  Wolfford  Circle,  College  Acres,  Aiken, 
South  Carolina. 


5. 


HAZEL  M. 

4. 

3. 

2. 

1. 


KINSEY,  Feb.  8,  1905 — July  18,  1905. 
Amariah  Wilson  Kinsey,  1878 — 
Benjamin  Franklin  Kinsey,  1830 — 1912. 
Peter  Kinsey,  1811 — 1888. 

Jacob  Kinsey,  1769 — 1851. 


(Died  in  childhood). 


5.  VIONA  E.  KINSEY,  Sept.  17,  1906— 

4.  Amariah  Wilson  Kinsey,  1878 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Viona  E.  Kinsey  married  Donald  C.  Berkebile,  resides  in 
Johnstown,  Pa. 
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5.  RUTH  MARIE  KINSEY,  April  4,  1904— Sept.  16,  1921. 
4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Deceased  in  eighteenth  year. 


5.  MILDRED  KINSEY,  May  28,  1908— 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Unmarried  (1956)  ;  a  Lutheran;  grade  education;  address: 
1800  Avalon  Place,  West  LIyattsville,  Md. 


5.  EARL  M.  KINSEY,  June  10,  1910— 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  James  Earl  Kinsey. 

6  (2)  Lynette  Joan  Kinsey. 

Earl  M.  Kinsey,  1910 —  ,  born  in  Johnstown,  Cambria 
Co.,  Pa.;  married  Ada  Mabel  Liebold,  March  10,  1938,  Lisbon, 
Ohio;  high  school  education;  lumber  business  manager;  three 
years  in  military  training  (1929-1932)  ;  hobbies:  baseball  and 
football ;  a  Lutheran. 


5.  WOODROW  HENRY  KINSEY,  Nov.  6,  1912— 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Billie  Sue  Kinsey. 

6  (2)  Mark  Wayne  Kinsey. 

Woodrow  Henry  Kinsey,  1912 —  ,  born  in  Johnstown, 
Cambria  Co.,  Pa.;  married  Virginia  Bess  June  22,  1936, 

Cumberland,  Md. ;  grades  and  high  school  education;  steel  mill 
worker;  a  Lutheran;  travels  in  U.  S.  and  Canada;  address: 
New  Florence,  Pa. 


5.  DOROTHY  LOUISE  KINSEY,  July  18,  1915— 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Dorothy  Louise  Kinsey,  1915 —  ,  born  in  Johnstown, 

Cambria  Co.,  Pa.;  married  Thomas  Patrick  McCune,  May  12, 
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1940,  Johnstown,  Pa.;  is  a  high  school  graduate;  cannery  em¬ 
ploye;  a  Lutheran;  address:  Windber,  Pa.;  children: 

(1)  Gail  Louise  McCune. 

(2)  Thomas  James  McCune  . 

(3)  John  William  McCune. 


5.  PAUL  MILLER  KINSEY,  Nov.  24,  1919— 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Robert  Paul  Kinsey. 

6  (2)  William  Martin  Kinsey. 

6  (3)  Kathryn  Ann  Kinsey. 

Paul  Miller  Kinsey,  1919 —  ,  born  in  New  Florence, 

Westmoreland  Co.,  Pa.;  married  Rose  Fabrizio,  March  16,  1943, 
New  Florence,  Pa.;  have  three  children;  has  a  high  school  edu¬ 
cation;  laborer;  hobby:  woodcraft;  address:  New  Florence,  Pa. 

5.  BETTY  MAY  KINSEY,  May  1,  1921— 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830—1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769—1851. 

Betty  May  Kinsey,  1921 —  ,  born  in  New  Florence, 

Westmoreland  Co.,  Pa.;  she  was  12  days  old  when  her  mother 
died;  was  then  adopted  by  Harry  and  Florence  Shauley;  mar¬ 
ried  Arthur  Earl  Elliott,  March  11,  1946,  Bethesda,  Md.;  grades 
and  high  school  education,  and  one  year  and  nine  months  nurse’s 
training;  receptionist-secretary  for  Dr.  E.  E.  Raymond  prior 
to  marriage;  private  undergraduate  nursing;  a  Presbyterian; 
address:  (Lived  in  Greenville,  South  Carolina,  while  husband 
was  in  the  Air  Force,  1950-51),  1104  Kegg  Ave.,  Johnstown, 
Pa.;  children: 

(1)  James  Arthur  Elliott. 

(2)  Harry  Walter  Elliott. 

(3)  Diane  Marie  Elliott. 

(4)  Kathryn  Earlene  Elliott. 


5.  BERTHA  ALBERTA  KINSEY,  Aug.  29,  1889— Nov.  8, 
1889. 

4.  John  Kinsey,  1864 — 1951. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Died  in  childhood.) 
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5.  RALPH  PENROSE  KINSEY,  Nov.  8,  1890— 

4.  John  Kinsey,  1864 — 1951. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Ernest  Kinsey,  June  3,  1914 — 

Ralph  Penrose  Kinsey,  1890 —  ,  was  born  in  Napier 
township  (Helixville  P.  O.),  Bedford  Co.,  Pa.;  married  Hilda 
Rosina  Miller,  1913,  Johnstown,  Pa.;  grade  education;  secretary 
Geistown  Borough,  26  years;  secretary  Cambria  County  Bor¬ 
oughs  Association,  10  years;  dry  cleaner  (retired,  Statler  Dry 
Cleaning  Co.)  ;  a  church-man  (Mt.  Calvary  Lutheran)  ;  ad¬ 
dress:  219  Rosewood  ,St.,  Johnstown,  Pa. 

Mr.  Ralph  P.  Kinsey  is  to  be  classified  along  with  the 
many  others  of  our  kin  for  his  interest  and  cooperation  in  as¬ 
sembling  data  for  the  History.  The  data  of  his  immediate  kin¬ 
folk  came  in  after  the  Introduction  and  first  part  of  the  His¬ 
tory  was  printed  and  proof-read.  So  at  this  point,  under  his 
biography,  we  give  commendation  to  him  for  his  loyalty  and 
fine  cooperation. 

It  is  noted  too  that  he,  like  his  father  who  was  the  writer’s 
school  teacher  for  several  years,  is  a  fine  pensman,  neat  and 
precise,  which  qualifies  one  for  secretarial  work. 

5.  ELSIE  PEARL  KINSEY,  Aug.  14,  1893— 

4.  John  Kinsey,  1864 — 1951. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Elsie  P.  Kinsey,  1893—  ,  married  Wilmer  L.  Will; 

grade  education;  born  in  Bedford  Co.,  Pa.;  resides  in  Johns¬ 
town,  Pa.;  children: 

(1)  Alvin  Will,  June  3,  1916;  died  Sept.  19,  1944. 

(2)  Gilbert  Will,  Feb.  19,  1918—  ;  married  Mar¬ 
garet  Owens,  1954;  machinsit,  U.  S.  Army,  1936- 

1944;  resides  in  Baltimore,  Md. 

(3)  Ardell  Will,  Aug.  17,  1920—  ,  married  Alice 

Martenson,  1946;  children:  Karl  John  Will,  1948, 
and  Alice  Evelyn  Will,  1952;  served  one  enlistment 
in  U.  S.  Navy;  electronic  and  electrical  engineer 
Westinghouse  Electric  Co.,  Chicago  Ill.;  graduate 
Chicago  Electronics  Institute;  address:  Lombard,  Ill. 

(4)  Vivian  Will,  Aug.  26,  1922—  ,  married  William 

Kennedy,  1942;  children:  Bonnie  Kennedy,  1943; 
Donna  Rae  Kennedy,  1945;  Dennis  Kennedy,  1946; 
Billie  Kennedy,  1948;  Linda  Kennedy,  1950;  address: 
Oakhurs  Homes  Project,  Johnstown,  Pa. 

(5)  Carl  Will,  Nov.  14,  1925—  ;  married  Alda  Kelly; 

foreman  in  foundry;  address:  Shippensburg,  Pa.; 
children:  Carl  Will  Jr.,  1947,  and  Karen  Will,  1950. 
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(6)  Walter  Will,  March  12,  1927 —  ;  married  Jean 

Coyne,  New  York  City,  1949;  military:  U.  S.  Army, 
1946;  I.  B.  M.  machine  operator  and  repairman; 
children:  Alvin  Will,  1950,  and  Gilbert  Will,  1952; 
stationed  in  Germany. 

(7)  Ralph  Will,  Jan.  15,  1929 —  ;  married  Joanne 

Seitz,  1952;  in  U.  S.  Army  service  since  1946;  a  mili¬ 
tary  hospital  laboratory  technician  and  stationed  in 
Rodreguez  Army  Hospital,  Puerto  Rico. 

5.  CLARENCE  BERTON  KINSEY,  April  3,  1896— 

4.  John  Kinsey,  1864 — 1951. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  June  May  Kinsey,  June  5,  1949 — 

Clarence  Berton  Kinsey,  1869 —  ;  born  in  Bedford  Co., 

Pa.;  grade  school  education;  married  Mary  Zimmerman,  1948; 
clerk  for  The  Thomas  Kinzey  Lumber  Co.  for  42  years;  address: 
93  Golde  St.,  Johnstown,  Pa. 

5.  EDNA  MAY  KINSEY,  Feb.  11,  1899— 

4.  John  Kinsey,  1864 — 1951. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Edna  May  Kinsey,  1899 —  ,  born  Schellsburg,  Bedford 
Co.,  Pa.;  married  Roy  Eugene  Miller,  June  2,  1915,  Johnstown, 
Pa.;  grade  education;  address:  R.  D.  1,  Schellsburg,  Pa.;  chil¬ 
dren  : 

(1)  Goldie  LaVerne  Miller,  1916;  married  Nelson  Shaf¬ 
fer;  children: 

Joyce  Miller,  Ashbury  College,  Wilmore,  Ky. ; 
Donna  Miller,  student;  Tommy  Miller,  student; 
Barry  Miller,  student;  Lorna  and  Linda 
Miller  (twins),  students;  Perry  Miller  and  Carol 
Miller  . 

(2)  Byron  Miller,  1918;  married  Loraine  Hitechew; 
children :  Maralyn  Hitchew,  student,  and  Dale  Hite¬ 
chew,  student;  address:  R.  D.  1,  New  Paris,  Pa.; 
occupation:  electrical  welder  (U.  S.  Steel  Co.,  Johns¬ 
town,  Pa.). 

(3)  Jay  Miller,  1920 —  ;  married  to  Almeda  Furge- 

son;  secretary  to  Napier  Twp.  Supervisors;  address: 
R.  D.  1,  Schellsburg,  Pa.;  children:  Bernie  Miller, 
student;  Jerry  Miller,  student,  and  Harry  Miller, 
student. 

(4)  Claire  Miller,  1924 —  ;  married  to  Ruth  Moore; 

auto  mechanic;  address:  R.  D.  1,  Schellsburg,  Pa.; 
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children:  Ellen  Miller,  student;  Ronda  Miller  and 
Gloria  Miller. 

(5)  Dayton  Miller,  1927—  ,  married  Lois  Fleegle; 

moulder,  U.  S.  Steel  (Johnstown)  ;  served  one  enlist¬ 
ment  in  U.  S.  Army;  address:  R.  D.  1,  Schellsburg, 
Pa.;  children:  Roddy  Miller  and  Andy  Miller. 

(6)  Joanne  Miller,  1932 —  ,  married  Ned  Wine- 

garner;  address:  R.  D.  1,  Schellsburg,  Pa.;  children: 
Billy  Winegarner  and  Jefferson  Winegarner. 

(7)  Mark  Miller,  1937 —  ,  single;  senior,  Chestnut 

Ridge  Consolidated  High  School  (Fishertown,  Pa.)  ; 
address:  R.  D.  1,  Schellsburg,  Pa. 

5.  IRA  EUGENE  KINSEY,  Oct.  20,  1902— 

4.  John  Kinsey,  1864 — 1951. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married  Elizabeth  Burkhare,  Oct.  3,  1931;  grade  education; 

born  in  Bedford  Co.;  resides  in  Johnstown,  Pa. 

5.  GEORGE  HOMER  KINSEY,  April  11,  1905— April  13, 
1905. 

4.  John  Kinsey,  1864 — 1951. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  infancy. 


5.  ARTHUR  ROBERT  KINSEY,  Sept.  16,  1894— 

4.  Hiram  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Mary  Ellen  Kinsey,  1914 — 

6  (2)  Robert  Kinsey,  1915 — 

Arthur  Robert  Kinsey,  1893 —  ,  born  in  Johnstown,  Pa.; 
married  Annie  Virginia  Arnold,  1913;  grade  education;  laborer; 
resides  in  Johnstown,  Pa.;  maintenance  man. 


5.  EDGAR  LEE  KINSEY,  Feb.  28  1902— 

4.  Hiram  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 
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B  (1)  Norma  Jean  Kinsey,  June  15,  1927  (Stepdaughter). 
6  (2)  David  Lee  Kinsey,  June  20,  1937 — 

Edgar  Lee  Kinsey,  1902 —  ,  was  born  in  Johnstown, 
Pa.;  married  Jane  Williams,  1936;  grade  education;  electrician; 
address:  Johnstown,  Pa. 


5.  IVAN  NELSON  KINSEY,  Feb.  17,  1904— 
4.  Hiram  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Philip  Gordon  Kinsey,  Jan.  2,  1930 — 
6  (2)  Robert  Ivan  Kinsey,  Jan.  5,  1935 — 

6  (3)  Nancy  Lou  Kinsey,  April  8,  1937 — 

6  (4)  Mary  Jane  Kinsey,  March  5,  1945 — 


Mr.  and  Mrs.  Ivan  Nelson  Kinsey 


Ivan  Nelson  Kinsey,  1904 —  ,  born  in  Johnstown,  Cam¬ 
bria  Co.,  Pa.;  married  Mary  Elizabeth  Gordon,  1929;  grade  edu¬ 
cation;  carpenter;  hobby:  woodworker;  address:  Johnstown,  Pa. 


5.  CLIFFORD  PAUL  KINSEY,  Nov.  28,  1905— 

4.  Hiram  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769—1851. 

Clifford  Paul  Kinsey,  1905 —  ,  born  in  Johnstown,  Pa.; 
married  Alice  Woy,  1929;  grade  education;  resides  in  East 
Orange,  N.  J. 


5.  MABEL  KINSEY,  July  23,  1907— 

4.  Hiram  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Unmarried,  died  in  1936. 
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5.  GEORGE  KINSEY,  April  15,  1910  — 

4.  Hiram  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

George  Kinsey,  1910—  ,  born  in  Johnstown,  Pa.;  mar¬ 

ried  Gladys  Kinsey,  1951;  grade  education;  electrician;  resides 
in  Cleveland,  Ohio. 


5.  ARVILLA  KINSEY,  Nov.  17,  1911— 

4.  Hiram  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ar villa  Kinsey,  1911 —  ,  born  in  Johnstown,  Pa.;  mar¬ 

ried  Harry  H.  Hiner;  high  school  education;  resides  in  Johns¬ 
town,  Pa. ;  children : 

(1)  Richard  H.  Hiner,  May  26,  1935—  ;  married 

Beverly  Simpson;  is  a  draftsman  in  the  U.  S.  Air 
Force,  England. 

(2)  William  Gerald  Hiner,  May  20,  1936—  ;  single; 

instructor  in  U.  S.  Air  Force,  Chanute  Field. 

(3)  Linda  Lee  Hiner,  May  3,  1940 — 


5.  GERTRUDE  KINSEY,  Dec.  9,  1913— Oct.  1,  1915. 
4.  Hiram  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  second  year  of  age. 


5.  JOHN  CRAWFORD  KINSEY,  Dec.  1,  1893— 

4.  Jacob  Kinsey,  1870 — 1954. 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  William  Kinsey. 

6  (2)  Charles  Edward  Kinsey. 

John  Crawford  Kinsey,  1893 —  ,  was  born  in  Johnstown, 
Pa.;  married  Edna  Lohr;'  grade  education;  laborer;  resides  in 
Johnstown,  Pa. 
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5.  LAWRENCE  ALBERT  KINSEY,  May  23,  1896— 
4.  Jacob  Kinsey,  1870—1954. 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

(No  report.) 


5.  CLARA  MILDRED  KINSEY,  Dec.  25,  1907— 

4.  Jacob  Kinsey,  1870 — 1954. 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Clara  Mildred  married  Paul  McCartney:  children:  Mary 
Grace  McCartney. 


5.  WALTER  C.  KINSEY,  Nov.  15,  1896— 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769—1851. 

6  (1)  Dorothy  May  Kinsey,  Aug.  28,  1922— Feb.  26,  1923. 
6  (2)  Mildred  L.  Kinsey,  Nov.  9,  1925— 

6  (3)  Robert  M.  Kinsey,  Jan.  7,  1929— 

6  (4)  Richard  C.  Kinsey,  Oct.  16,  1932— 

Walter  C.  Kinsey,  1896 —  ,  born 

in  Johnstown,  Cambria  Co.,  Pa.;  mar¬ 
ried  Mary  Elizabeth  Flower,  Johnstown, 
Pa.;  1921;  grade  education;  mechanic- 
aircraft  engine  inspector;  military  serv¬ 
ice:  Air  Service  (World  War  I  in 
France)  ;  hobby:  traveling  and  touring; 
travels:  in  England  and  France,  and  in 
45  of  the  48  states;  an  Evangelical 
United  Brethren  churchman;  address: 
Sacramento,  Calif. 


Walter  C.  Kinsey 


5.  DEWEY  ALBERT  KINSEY,  March  10,  1898— 
4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 
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6  (1)  Donald  John  Kinsey. 

6  (2)  Robert  Paul  Kinsey,  May  27,  1929 — 

6  (3)  Edna  Myrtle  Kinsey,  April  14,  1932 — 

6  (4)  James  Raymond  Kinsey. 

6  (5)  Alice  Darlene  Kinsey. 

6  (6)  Sharon  Sue  Kinsey. 

Dewey  Albert  Kinsey,  1898 —  ,  born  in  Johnstown,  Cam¬ 

bria  Co.,  Pa.;  married  Sue  Ella  Devine,  Nov.  10,  -927,  Greens- 
burg,  Pa.;  grade  education;  machinist;  Brethren  churchman; 
address:  Alexandria,  Va. 


5.  EDNA  MAY  KINSEY,  Aug.  12,  1900— 

4.  Daniel  M.  Kinsey,  1874 — 
3.  Peter  Kinsey,  1842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 
1.  Jacob  Kinsey,  1769 — 1851. 


Left  to  right:  Mrs.  Harry  Kinsey,  Harry  H.  Kinsey, 
Clarence  Foreman,  Edna  M.  Foreman,  Mrs.  Daniel 
M.  Kinsey,  Daniel  M.  Kinsey;  Children? 


Edna  M.  married  Clarence  Foreman,  Sept.  9,  1918,  Cum¬ 
berland,  Md.;  born  in  Johnstown,  Pa.;  grade  education;  resides 
in  Johnstown,  Pa.;  children:  Judith  Ann  Foreman. 


5.  ELSIE  VIOLA  KINSEY,  Feb.  11,  1902— March  25,  1902. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  after  a  few  weeks. 
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5.  LEROY  G.  KINSEY,  April  11,  1904— May  15,  1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Ruth  C.  Kinsey,  April  20,  1923 — 

6  (2)  Walter  G.  Kinsey,  Jan.  18,  1925 — 

6  (3)  Harold  L.  Kinsey,  Aug.  23,  1926 — 

6  (4)  William  H.  Kinsey,  Sept.  4,  1928 — 

6  (5)  Elmer  E.  Kinsey,  Sept.  21,  1930 — 

6  (6)  Melvin  R.  Kinsey,  May  31,  1932 — 

6  (7)  Irwin  R.  Kinsey,  July  17,  1934 — 

6  (8)  Shirley  A.  Kinsey,  Dec.  13,  1936 — 

6  (9)  Edward  R.  Kinsey,  Dec.  19,  1939 — 

6  (10)  Edith  L.  Kinsey,  Aug.  19,  1944 — 

6  (11)  Dwayne  J.  Kinsey,  June  4,  1946 — 

Leroy  G.  Kinsey,  1904 — 1949;  born  in  Johnstown,  Pa.; 
married  Ruth  Pauline  Stakeman;  grade  education;  mill  man; 
deceased;  interred  in  Grandview  Cemetery,  Johnstown,  Pa. 

5.  WILLIAM  L.  KINSEY,  Jan.  10,  1905— 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

^  1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  William  Robert  Kinsey,  Aug.  12,  1931 — 

6  (2)  Thomas  Eugene  Kinsey,  Feb.  2,  1933 — 

6  (3)  Ronald  Wayne  Kinsey,  Oct.  22,  1936 — 

William  Leon  Kinsey,  1905 —  ,  born  in  Johnstown,  Cam¬ 
bria  Co.,  Pa.;  married  Sarah  A.  Gillman,  1930;  grade  education; 
crane  repairman,  automobile  mechanic;  hobby:  automobile  rac¬ 
ing;  address:  703  Mill  Creek  Road,  Johnstown,  Pa. 

5.  EARL  W.  KINSEY,  May  12,  1907— 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Barry  W.  Kinsey,  March  23,  1948 — 

Earl  W.  Kinsey,  1907 —  ,  born  in  Johnstown,  Cambria 
Co.,  Pa. ;  married  Ethel  I.  Lohr,  1929;  grade  education;  gas 
service  operator;  resides  in  Johnstown,  Pa. 

5.  HARRY  H.  KINSEY,  Dec.  23,  1909— 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Harry  Herbert  Kinsey,  Jr.,  April  20,  1931— 

6  (2)  Charles  Earl  Kinsey,  Oct.  4,  1934 — 

6  (3)  David  Ralph  Kinsey,  Sept.  28,  1944 — 
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Mr.  and  Mrs.  Harry  H.  Kinsey 


Harry  Herbert  Kinsey,  1909 —  ,  born  in  Johnstown,  Pa.; 

married  Margaret  Nell  Grumbling,  1930,  Cumberland,  Md. ; 
grade  education;  auto  mechanic;  First  Brethren  churchman; 
address:  Johnstown,  Pa. 

5.  CLARENCE  C.  KINSEY,  Sept.  17,  1914— March  16,  1919. 
4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Died  in  childhood.) 

5.  RALPH  D.  KINSEY,  Dec.  31,  1915— 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ralph  Davidson  Kinsey,  1915 — ,  born 
in  Johnstown,  Cambria  Co.,  Pa.;  married 
Ruth  Fisher,  June  21,  1941,  Johnstown, 
Pa.;  ninth  grade  education;  mechanic; 
three  and  one-half  years  Government  Civil 
Service;  three  years  of  military  service; 
Brethren  churchman;  traveled  in  most  of 
the  countries  in  Europe  while  in  the  Army 
and  in  46  of  the  states  of  the  U.  S. ;  ad¬ 
dress:  North  Sacramento,  Calif. 


5.  MARY  MADELINE  KINSEY,  June  29,  1918— 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mary  Madeline  Kinsey,  1918—  ,  born  in  Johnstown, 

Cambria  Co.,  Pa.;  married  Russell  Grier  Youler,  Nov.  13,  1940, 
Winchester,  Va.;  education:  grades  and  Johnstown  High  School, 
1936;  housewife;  church:  First  Brethren,  Johnstown,  Pa.;  ad¬ 
dress:  Johnstown,  Pa.;  children:  Darwin  Grier  Youler,  Jan.  18, 
1942. 
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5.  BETTY  JANE  KINSEY,  Dec.  9,  1920— 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Betty  Jane  Kinsey,  1922 —  ,  born  in  Johnstown,  Cam¬ 

bria  Co.,  Pa.;  married  Clovis  Regis  Harlan;  grade  education; 
housewife;  St.  John’s  Church,  Johnstown,  Pa.;  address:  Johns¬ 
town,  Pa.;  children: 

(1)  Christina  Harlan,  Feb.  9,  1943 — 

(2)  Mercedes  Harlan,  Oct.  25,  1945 — 

(3)  Saundra  Anne  Harlan,  Aug.  25,  1947 — 

(4)  Veronica  Harlan,  Aug.  25,  1949 — 


5.  FRANCIS  KINSEY— 

4.  Russell  Kinsey,  1872 — 1949. 

3.  John  Boyd  Kinsey,  1839 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

(No  report.) 

5.  VERNON  R.  KINSEY,  Aug.  15,  1907— 

4.  Russell  Kinsey,  1872 — 1949. 

3.  John  Boyd  Kinsey,  1839 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Patricia  Jean  Kinsey,  Feb.  25,  1930 — 

6  (2)  Thomas  Russell  Kinsey. 

Vernon  Russell  Kinsey,  1907 —  ,  born  in  Schellsburg, 
Bedford  Co.,  Pa.;  married  Wilhelmina  Louise  Suter,  Dec.  22, 
1928,  Manns  Choice,  Pa.;  grade  education;  auto  mechanic;  Re¬ 
formed  Church;  hobby:  gaming  and  tools;  school  director;  ad¬ 
dress  :  Schellsburg,  Pa. 

5.  ROBERT  M.  KINSEY,  March  31,  1910— 

4.  Russell  Kinsey,  1872 — 1949. 

3.  John  Boyd  Kinsey,  1839 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Dorothy  Jean  Kinsey, 

Robert  Marion  Kinsey,  1910 —  ,  born  in  Schellsburg, 
Bedford  Co.,  Pa.;  married  (a)  Wilma  Petrea,  Jan.  1,  1934, 
(b)  Sara  Teresa  Coco,  June  16,  1944,  Johnstown,  Pa.;  grade  and 
high  school  education;  welder;  three  years  of  military  service; 
member  Reformed  Church;  address:  318  Oak  St.,  Johnstown, 
Pa. 
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5.  FOREST  GLENN  KINSEY,  Oct.  24,  1921— 

4.  Lorenza  Dowell  Kinsey,  1884 — 

3.  John  Boyd  Kinsey,  1839 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Glen  David  Kinsey,  July  23,  1944 — 

6  (2)  Sandra  Nell  Kinsey,  May  16,  1946 — 

6  (3)  Karen  Sue  Kinsey,  May  25,  1917 — 

Forest  Glenn  Kinsey,  1921 —  ,  born  in  Seanor,  Somerset 

Co.,  Pa.;  married  Mary  Maude  Edwards,  Oct.  7,  1943,  Ebenezer, 
Miss.;  grade  school  education;  laborer;  Protestant  faith;  ad¬ 
dress:  338  Eastview  St.,  Jackson,  Miss. 


5.  AMOS  FRANK  KINSEY— 

4.  Roy  Dewalt  Kinsey,  1885 — 

3.  Amos  F.  Kinsey,  1856 — 1904. 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

Married;  living  in  Prague,  Oklahoma.  (No  further  re¬ 
port.) 


5.  CHARLES  KINSEY— 

4.  Roy  Dewalt  Kinsey,  1885 — 
3.  Amos  F.  Kinsey,  1856 — 1904. 
2.  Dewalt  Kinsey,  1814 — 1897. 
1.  Jacob  Kinsey,  1769 — 1851. 

(No  report;  in  California.) 


5.  CLARENCE  KINSEY— 

4.  Roy  Dewalt  Kinsey,  1885 — 

3.  Amos  F.  Kinsey,  1856 — 1904. 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

(No  report,  save  at  home  with  parents  in  California.) 


5.  DOROTHY  MAE  KINSEY— 

4.  Roy  Dewalt  Kinsey,  1885 — 

3.  Amos  F.  Kinsey,  1856 — 1904. 

2.  Dewalt  Kinsey,  1814 — 1897. 

1.  Jacob  Kinsey,  1769 — 1851. 

(No  report,  save  at  home  with  parents  in  California.) 
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5.  LEONA  ANN  KINSEY,  Oct.  11,  1913— 

4.  Edward  Eugene  Kinsey,  1872 — 
3.  Anthony  Kinsey,  1845 — 1909. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

At  home,  R.  F.  D.  2,  Cedar  Rapids,  Iowa. 


5.  VIRGINA  MARIE  KINSEY,  Dec.  26,  1918— 

4.  Edward  Eugene  Kinsey,  1872 — 
3.  Anthony  Kinsey,  1845 — 1909. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769—1851. 

At  home,  R.  F.  D.  2,  Cedar  Rapids,  Iowa. 


5. LAURA  MARJE  KINSEY,  Jan.  24,  1909— 

4.  Lewis  Anthony  Kinsey,  1875 — 

3.  Anthony  Kinsey,  1845 — 1909. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

Laura  Marie  married  Robert  Mackey;  grade  education;  re¬ 
sides  about  five  miles  southeast  of  Cedar  Rapids,  Iowa;  chil¬ 
dren  : 

Robert  Mackey,  Jr. 


5.  LOUISE  ROSALIE  KINSEY,  March  24,  1911— 

4.  Lewis  Anthony  Kinsey,  1875 — 

3.  Anthony  Kinsey,  1845 — 1909. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769—1851. 

Louise  Rosalie  married  James  Mackey;  grade  education* 
residence:  about  five  miles  southeast  of  Cedar  Rapids,  Iowa* 
children: 

James  Mackey,  Jr. 


5.  GILBERT  ANTHONY  KINSEY,  Sept.  15,  1913— 

4.  Lewis  Anthony  Kinsey,  1875 — 

3.  Anthony  Kinsey,  1845 — 1909. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 
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6  (1)  Shirley  Ann  Kinsey. 

6  (2)  Geneveive  Mari  Kin¬ 
sey. 

6  (3)  Nancy  Louise  Kinsey. 

6  (4)  Ellen  Kinsey. 


Gilbert  Anthony  Kinsey,  1913 
—  ,  was  born  R.  D.,  Cedar 

Rapids,  Iowa;  married  Ruth  Ellen 
Mackey,  Sept.  19,  19  ?  ,  Cedar 
Rapids,  Iowa;  grade  education  and 
high  school  (two  years)  ;  plant 
superintendent;  Catholic  faith; 
address:  1600  B  Ave.,  N.  W., 
Cedar  Rapids,  Iowa. 


5.  ERNEST  JOHN  KINSEY,  March  21,  1917— 

4.  Lewis  Anthony  Kinsey,  1875 — 

3.  Anthony  Kinsey,  1845 — 1909. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ernest  John  Kinsey,  1917 —  ,  was  born  R.  D.  2,  Cedar 
Rapids,  Iowa,  Linn  Co.;  grade  education;  address:  Clinton, 
Iowa.  (No  report.) 


5.  ESTHER  ELLEN  KINSEY,  Feb.  11,  1905— May  3,  1905. 
4.  Benjamin  Ernest  Kinsey,  1877 — 

3.  George  W.  Kinsey,  1850—1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Died  in  infancy.) 


5.  ERMA  MAE  KINSEY,  Oct.  8,  1906— 

4.  Benjamin  Ernest  Kinsey,  1877 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

Erma  Mae  Kinsey ,  1906 —  ,  born  in  Kingsley,  Iowa; 

married  Glenn  Richard  Mills,  1924;  housewife;  has  three  grand¬ 
children;  collector  of  “glass  chickens”;  Methodist;  address: 
Kingsley,  Iowa;  children: 

(1)  Lavonne  Lucy  Mills,  Dec.  30,  1925 — Jan.  6,  1926. 

(2)  Max  Milton  Mills,  Jan.  25,  1927 — Sioux  City,  Iowa. 

(3)  Betty  Jane  Mills,  Oct.  1,  1928— Sept.  28,  1930. 
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(4)  Shirley  Mae  Mills.  May  14,  1933 — 

(5)  Rita  Belle  Mills,  Jan.  19,  1940 — 

(6)  Sandra  Glenn  Mills,  Aug.  5,  1941 — 

5.  ETHEL  ARETTA  KINSEY,  May  19,  1909— 

4.  Benjamin  Ernest  Kinsey,  1877 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ethel  Aretta  married  Floyd  Croxell.  No  report. 

5.  KENNETH  EUGENE  KINSEY,  Aug.  23,  1911— Sept.  28, 
1930. 

4.  Benjamin  Ernest  Kinsey,  1877 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

Died  in  twentieth  year  of  age. 

5.  EVELYN  EDITH  KINSEY,  June  24,  1914— 

4.  Benjamin  Ernest  Kinsey,  1877 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

Evelyn  Edith  Kinsey,  1914 —  ;  married  Edwin  Charles 

Yapp,  1933;  born  Ponca,  Nebr. ;  education:  grades,  high  school 
(four  years);  tailoress;  address:  1202  North  Santa  Fe  Ave., 
Calif.;  hobbies:  ceramics,  knitting,  crocheting  and  textile  paint¬ 
ing;  Methodist;  children: 

(1)  Calleen  Faye  Yapp  Washburn. 

(2)  Miles  Merlin  Yapp. 

5.  BERNERD  EDMOND  KINSEY,  June  16,  1917— 

4.  Benjamin  Ernest  Kinsey,  1877 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

At  home,  Washta,  Iowa.  No  report. 


5.  (INFANT  DAUGHTER),  Dec.  7,  1901— Dec.  13,  1901. 
4.  W.  Claude  Kinsey,  1878 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Deceased  in  infancy.) 
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5.  MARVIN  LEONARD  KINSEY,  Dec.  29,  1902— 

4.  W.  Claude  Kinsey,  1878 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Howard  George  Kinsey,  Jan.  2,  1929 — 

6  (2)  Barbara  Arlene  Kinsey,  May  16,  1927 — 

Marvin  Leonard  Kinsey,  1902 —  ,  born  Woodbury  Co., 
Iowa;  married  Erma  Morris,  1923;  farmer;  grade  education; 
resides  in  Tygh  Valley,  Wasco,  Oregon.  No  report. 


5.  ESTHER  LEON  KINSEY,  Oct.  14,  1909— Jan.  14,  1910. 
4.  W.  Claude  Kinsey,  1878 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Deceased  in  second  year  of  age.) 


5.  (INFANT  SON),  July  14,  1911— July  24,  1911. 
4.  W.  Claude  Kinsey,  1878 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Lived  ten  days.) 


5.  ARLENE  MYRTLE  KINSEY,  Dec.  15,  1914— 

4.  W.  Claude  Kinsey,  1878 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

Arlene  Myrtle  Kinsey,  1914 —  ,  born  in  Kingsley,  Wood¬ 
bury  Co.,  Iowa;  married  Roe  Dennis  Ashley,  1933,  Vancouver, 
Washington;  second  marriage,  Alex  Alfred  Muzechenko,  1945, 
Baker,  Montana;  grade  education  and  two  years  of  high  school; 
address:  Salem,  Oregon;  children: 

(1)  Arlo  Darrel  Ashley. 

(2)  Gary  Arthur  Ashley. 

(3)  Donald  Alex  Muzechenko. 


5.  MAYNARD  CLAUDE  KINSEY,  Nov.  22,  1918— 
4.  W.  Claude  Kinsey,  1878 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Sharon  Laverne  Kinsey. 

6  (2)  Marva  LeAnne  Kinsey. 

6  (3)  Gloria  June  Kinsey. 
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Maynard  Claude  Kinsey,  1918 —  ,  born  in  Kingsley,  Ply¬ 
mouth  Co.,  Iowa;  grade  education;  farmer;  hobby:  hunting; 
address:  Wamic,  Oregon. 


5.  C.  L.  KINSEY,  May  12,  1903— 

4.  Roy  Kinsey,  1880 — 

3.  George  W.  Kinsey,  1850 — 1933. 
2.  Benjamin  Kinsey,  1817 — 1877. 
1.  Jacob  Kinsey,  1769 — 1851. 

No  report. 


5.  VERNON  KINSEY,  April  20,  1910— 

4.  Roy  Kinsey,  1880 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

No  report. 

5.  MARVEL  KINSEY,  June  24,  1913— 

4.  Roy  Kinsey,  1880 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 
1.  Jacob  Kinsey,  1769 — 1851. 

No  report. 


5.  LOIS  LUCILLE  KINSEY,  May  3,  1922— 

4.  Harry  Kinsey,  1886 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

Lois  Lucille  Kinsey,  1922 —  ,  born  in  Kingsley,  Wood¬ 

bury  Co.,  Iowa;  married  Lester  Ensign  Benedict,  1924,  King¬ 
sley,  Iowa;  grades  and  high  school  completed;  housewife,  typist 
and  general  office;  hobby:  sewing,  knitting,  crocheting;  Meth¬ 
odist;  address:  2800  Isabella  St.,  Sioux  City,  Iowa;  has  traveled 
and  lived  in  Colorado,  California,  Utah  and  Missouri,  deter¬ 
mined  by  nature  of  work;  children: 

(1)  Brian  Lester  Benedict,  March  3,  1947. 

(2)  Steven  Antone  (deceased). 
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Mr.  and  Mrs.  Lester  ,E.  Benedict  and  Son. 


5.  CLYDE  ARTHUR  KINSEY,  Jan.  4,  1925— 

4.  Harry  Kinsey,  1886 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

6  (1)  Stuart  Clyde  Kinsey,  Aug.  7,  1947,  in  Chicago,  Ill. 

6  (2)  Sherrie  Lynn  Kinsey,  June  3,  1951,  in  Detroit,  Mich. 

Clyde  Arthur  Kinsey,  1925 —  ,  born  in  Kingsley,  Wood¬ 

bury  Co.,  Iowa;  married  Eileen  Elsie  Cherry,  1945;  in  Lieces- 
ter,  England ;  education :  completed  12  grades,  high  school 
(Kingsley),  four  years  University  of  Iowa  with  B.  S.  C.  degree; 
a  Certified  Public  Accountant  and  general  manager  of  The  Mc¬ 
Culloch  Company  of  Canada,  Ltd.;  government  service:  three 
and  one-half  years  first  lieutenant,  pilot,  USAF,  European 
Theater;  special  achievements:  education  —  member  Beta 
Gamma  Sigma,  honorary  Commerce  Fraternity;  Methodist;  ad¬ 
dress:  4289  Ranger  Crescent,  North  Vancouver,  British  Colum¬ 
bia,  Canada.  Obviously,  Clyde  Arthur  has  lost  no  time  in  his 
thirty-year-span  of  life  in  his  preparation  for  life,  his  achieve¬ 
ments  and  accomplishments  —  student,  business,  administrator, 
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Mr.  and  Mrs.  Clyde  A.  Kinsey  and  Children 


churchman,  soldier,  husband  and  father.  We  rejoice  in  his 
progress  and  success. 

5.  GLENN  ARNOLD  KINSEY,  Feb.  11,  1928— Feb.  28,  1928. 
4.  Harry  Kinsey,  1886 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Lived  seventeen  days.) 


5.  VIRGINIA  MAY  KINSEY,  Sept.  28,  1931— 

4.  Harry  Kinsey,  1886 — 

3.  George  W.  Kinsey,  1850 — 1933. 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 

Virginia  May  Kinsey,  1931 —  ,  born  in  Kingsley,  Wood¬ 

bury  Co.,  Iowa;  married  Norbert  Mathew  Gotto,  1949,  Kings¬ 
ley,  Iowa ;  high  school  education ;  cook  and  waitress ;  Catholic 
faith;  address:  LeMars,  Iowa;  children: 

(1)  Michael  Stephen  Gotto,  Jan.  7,  1952. 

(2)  Dennis  Keith  Gotto,  May  30,  1953. 

(3)  Richard  Lee  Gotto,  Aug.  3,  1955. 
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SIXTH  GENERATION 


6.  RUTH  ALLEEN  KINSEY,  June  7,  1902— 

5.  Claude  L.  Kinsey,  1881 — 1949. 

4.  Lemon  Kinsey,  1856 — 1929 
3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ruth  A.  Kinsey,  1902 —  ,  born  in  Armagh,  Pa.;  married 

Harry  D.  Reynolds,  1928;  graduate  nurse,  R.  N.,  from  the 
Johnstown  Memorial  Hospital;  address:  177  Strayer  St.,  Johns¬ 
town,  Pa.,  children : 

(1)  Harry  D.  Reynolds. 

(2)  Phyllis  Reynolds. 


6.  ROY  EDWARD  KINSEY,  July  22,  1903— April  19,  1930. 
5.  Ralph  W.  Kinsey,  1883 — 1955. 

4.  Lemon  Kinsey,  1856 — 1929 
3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Deceased  in  twenty-seventh  year  of  age. 


6.  MILES  ROSS  KINSEY,  Aug.  21,  1931— Jan.  ,  1915. 

5.  G.  Freed  Kinsey,  1885 — 1924. 

4.  Lemon  Kinsey,  1856 — 1929 
3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Died  in  second  year  of  age.) 


6.  JEANNE  ELIZABETH  KINSEY,  June  24,  1928— 

5.  Daniel  Ross  Kinsey,  1903 — 

4.  Alfred  Wakefield  Kinsey,  1865 — 1915. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 
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Jeanne  Elizabeth  Kinsey-,  1928 —  ,  born  in  Waterford, 

R.  D.  1,  Ligonier,  Pa.;  married  C.  Edward  Boyd,  Jan.  11,  1954, 

in  Waterford;  education;  grades,  high  school,  Business  College; 
legal  secretary;  address:  R.  D.  2,  Ligonier,  Pa;  member  of  the 

Church  of  the  Brethren.  Her  husband  is  a  wood  and  cabinet 
maker,  and  served  in  the  Medical  Corps,  U.  S.  Army. 

Jeanne  has  always  been  a  faithful  worker  and  enthusiast 
in  the  Kinsey  Organization.  She  has  served  very  faithfully  as 
Corresponding  Secretary  for  the  Organization.  Great  praise 
and  credit  is  due  her  for  the  unstinted  labors  she  performed  on 
the  incorporation  of  the  Organization  in  the  way  of  typing  and 
secretarial  work  for  the  Committee  on  Incorporation.  Jeanne  is 
a  jewel  of  a  Clansman  (or  should  we  say  —  woman).  Would 
that  we  could  show  more  appreciation  to  those  who  bear  heavy 
burdens,  and  willingly  fill  responsible  positions.  It  is  a  refined 
and  cultured  grace  to  be  appreciative.  May  Jeanne’s  tribe  in¬ 
crease.  Her  hobby :  embroidery  and  handwork  aptitudes. 


6.  CHARLOTTE  JANE  KINSEY,  Feb.  ,  1930— 

5.  David  Wolford  Kinsey,  1906 — 

4.  Alfred  Wakefield  Kinsey,  1865 — 1915. 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Charlotte  Jane  Kinsey,  1930 —  ,  married  William  S. 
Irwin,  1951;  high  school  education;  secretary;  address:  Ligo¬ 
nier,  Pa.;  children: 

(1)  Carol  Irwin,  born  1952. 


6.  DORLA  DEAN  KINSEY,  Aug.  30,  1935— 

5.  Herman  Henry  Kinsey,  1909 — 
4.  Alfred  Henry  Kinsey,  1909 — 
3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 
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Dorla  Dean  Kinsey,  • 
1935 —  ,  born  Ligo- 

nier,  Westmoreland  Co., 

Pa. ;  married  Ronald 
Kieth  Morgan,  March  31, 
1954,  Winchester,  Va.; 
education :  grades,  high 

school,  one  year  of  col¬ 
lege;  housewife;  mini¬ 
ster’s  wife  of  Church  of 
the  Brethren !  address : 
Ligonier,  Pa.;  children: 

(1)  Gail  Elaine  Morgan. 


Mr.  and  Mrs.  R.  K.  Morgan 
and  Gail. 


6.  WESLEY  C.  KINSEY,  July  14,  1923— 

5.  Clifford  S.  Kinsey,  1898 — 

4.  Cicero  Lawson  Kinsey,  1867 — 1950. 
3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


6.  RONALD  DEAN  KINSEY,  March  12,  1930— 

5.  Clifford  S.  Kinsey,  1898 — 

4.  Cicero  Lawson  Kinsey,  1867 — 1950. 
3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


6.  WANDA  ROSE  KINSEY,  March  10,  1927— 

5.  Alfred  Clark  Kinsey,,  1899 — 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Wanda  Rose  Kinsey,  1927—  ,  married  Edward  Francis 

Hess,  June  28,  1947  (Pittsburgh,  Pa.);  high  school  education; 
Receptionist  and  P.  B.  X.  Operator;  Presbyterian,  address. 
Glen  Rock,  New  Jersey;  children: 

(1)  Bruce  Alfred  Hess,  1951 — 

(2)  Lynda  Gaye  Hess,  1953 — 
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Mr.  and  Mrs.  Edward  F.  Hess  and  Children 


6.  IMOGENE  KINSEY,  May  11,  1921 — 

5.  Ford  Frank  Kinsey,  1903 — 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804—1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Imogene  Kinsey,  1921 —  ,  born  in  Ligonier,  Westmore¬ 

land  Co.,  Pa.;  married  George  F.  Stoecklien,  1945;  Registered 
Nurse;  grades  and  high  school  education;  address:  Greensburg, 
Pa.;  children: 

(1)  George  F.  Stoecklein,  born  1946 — 

(2)  Rise  Stoecklein,  born  1948 — 
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6.  FORD  FRANK  KINSEY,  JR.,  Dec.  27,  1923— 
5.  Ford  Frank  Kinsey,  1903 — 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


6.  RAY  CALVIN  KINSEY,  May  5,  1928— 

5.  Ford  Frank  Kinsey,  1903 — 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

6.  JACK  BROOKS  KINSEY,  March  24,  1931— 

5.  Ford  Frank  Kinsey,  1903 — 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Jack  B.  Kinsey,  1931 —  ,  born  in  Ligonier,  Westmore¬ 
land  Co.,  Pa.;  married  Sally  Ann  Wolford,  May  22,  1954,  in 
Church  in  the  Wilderness,  New  Florence,  Pa.;  education:  grades 
and  high  school,  Ligonier,  Pa.;  mechanic;  hobby:  hunting  and 
fishing;  an  Evangelical  United  Brethren  Churchman;  address: 
R.  D.  2,  Ligonier,  Pa. 


6.  GLENN  EDWARD  KINSEY,  Dec.  29,  1926— April  27, 
1927. 

5.  Glenn  Meade  Kinsey,  1905 — 

4.  Wade  Hampton  Kinsey,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

(Deceased  in  second  year.) 

6.  WILLIS  ALFRED  KINSEY,  Oct.  6,  1928— 

5.  Glenn  Meade  Kinsey,  1905 — 

4.  Wade  Hampton  Kinsey,  Sr.,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Linda  Jo  Kinsey,  Aug.  22,  1952. 

7  (2)  Marsha  Lee  Kinsey,  Feb.  2,  1955. 

Willis  Alfred  Kinsey,  1928—  ;  born  in  (Waterford) 

R.  D.  1,  Ligonier,  Pa.;  married  Eleanor  Jeanne  Hauger,  Dec.  2, 
1949,  Ligonier;  education:  grade  school,  high  school,  State 
Teachers  College  (Lock  Haven),  B.  S.  degree;  occupation: 
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teacher  -  coach;  hobby:  hunting  and  fishing;  member  Church 
of  Christ;  address:  Howard,  Pa. 


6.  MARGERY  PEARL  KINSEY, 

5.  Glenn  Meade  Kinsey,  1905 — 

4.  Wade  Hampton  Kinsey,  Sr.,  1874 — 

3.  Henry  Kinsey,  1832 — 1896. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Margery  Pearl  Kinsey,  —  ,  born  in  Waterford,  R.  D. 

1,  Ligonier,  Pa. ;  married  Robert  J.  Ray,  1950 ;  high  school  edu¬ 
cation;  address:  Ligonier,  Pa.;  children: 

(1)  Kathleen  Ray,  born  1952 — 

(2)  Landis  Ray,  bom  1953 — 


6.  JEANNE  KINSEY, 

5.  Franklin  Merle  Kinsey,  1902 — 1951. 
4.  Harry  Henry  Kinsey,  1870 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Jeanne  Kinsey,  married - Schmidt. 


6.  IVADEAN  M.  KINSEY,  March  12,  1925— 

5.  Albert  James  Kinsey,  May  4,  1901 — 

4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

1  v  a  d  e  an  Margaret 
Kinsey ,  1925 —  ,  born 

in  St.  Clairsville,  Bed¬ 
ford,  Co.,  Pa.;  married 
- Price;  second  marri¬ 
age,  - -  Dabella;  educa¬ 

tion:  grades;  housewife; 
Presbyterion ;  address:  P. 
O.  Box  112,  Barnesboro, 
Pa.:  children: 

First  Marriage 
Frederick  Paul  Price. 
Ronald  Lee  Price. 

Second  Marriage 
Victoria  Annette  Dabella. 
Constance  Marie  Dabella. 
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6.  DOROTHY  ALLENE  KINSEY,  March  2  ,1927— 

5.  Albert  James  Kinsey,  May  4,  1901 — 
4.  Simon  Kinsey,  1873 — 

3.  Joseph  F.  Kinsey,  1840 — 1915. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 


Dorothy  Allene 
Kessler 


Dorothy  Allene  Kinsey,  1927 —  , 
born  at  Cessna,  Bedford  Ca.,  Pa.;  mar¬ 
ried  None  Kessler,  1945,  Baltimore,  Md.; 
education:  grade,  high  school  (four 
years),  Strayer  Business  College,  (one 
year)  ;  secretary;  writes  poetry;  art  for 
relation;  hobby:  photography;  children: 
Cheryl  Ann,  July  3,  1946;  Jan  Nathan, 
Feb.  20,  1951,  and  Leah  Ellen,  May  8, 
1954;  Hebrew  convert. 


6.  EDISON  PAUL  KINSEY,  Nov.  13,  1922— 

5.  Edison  B.  Kinsey,  1900 — 1954. 

4.  Albert  H.  Kinsey,  1872 — 1940. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Edison  Paul  Kinsey ,  1922 —  ,  was  born  in  Wayne,  Wood 
Co.,  Ohio!  high  school  education;  married  Barbara  Bateson 
Pennypacker,  1953;  served  in  World  War  II,  Merchant  Marines; 
salesman;  address:  2716  Hoehler  Ave.,  Toledo,  Ohio. 

6.  RALPH  GORDON  KINSEY,  Dec.  3,  1923— 

5.  Edison  B.  Kinsey,  1900 — 1954. 

4.  Albert  H.  Kinsey,  1872 — 1940. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Gregg  Eugene  Kinsey,  Jan.  8,  1950 — 

7  (2)  Connie  Lou  Kinsey,  Nov.  25,  1951 — 

Ralph  G.  Kinsey,  1923 —  ,  married  Mary  Lou  Rogers, 
1948;  high  school  education;  served  with  the  Marines  in  World 
War  II;  churchman  (Lutheran);  salesman;  address:  1124  Car¬ 
bon  St.,  Fremont,  Ohio. 
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6.  WILLIAM  CHESTER  KINSEY,  May  18,  1919— 

5.  Ernest  Dewey  Kinsey,  1898 — 

4.  William  Penn  Kinsey,  1867 — 1919. 

3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Paul  Chester  Kinsey,  Dec.  12,  1938 — 

7  (2)  Virginia  Christine  Kinsey,  Aug.  3,  1940 — 

7  (3)  James  Lewis  Kinsey,  May  16,  1945 — 

7  (4)  Thomas  Dean  Kinsey,  March  25  ,1951 — 

William  Chester  Kinsey,  1919 —  ,  married  Emma  Chris¬ 

tine  Zeigler,  1938;  a  high  school  graduate;  college,  B.  S.  degree, 
1940,  College;  M.  D.  degree,  University  of  Pitts¬ 

burgh,  1943;  physician  (Pediatrician),  Erie,  Pa.;  was  a  captain 
m  the  U.  S.  Army,  1945-47,  serving  in  the  Philippine  Islands;  a 
member  of  the  United  Presbyterian  Church;  his  hobbies:  golf 
and  bowling;  present  address:  1136  West  26,  Erie,  Pa. 

6.  MARY  CATHERINE  KINSEY,  July  31,  1923— 

5.  Ernest  Dewey  Kinsey,  1898 — 

4.  William  Penn  Kinsey,  1867 — 1919. 

3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mary  Catherine  Kinsey,  1923 —  ,  born  in  Evans  City, 

Butler  Co.,  Pa.;  married  Edward  C.  Connelly;  education:  grade 
school,  high  school,  college  (three  years);  one  child:  William 
Chester;  address:  421  West  Francis  St.,  R.  R.  2,  Carona,  Calif. 


6.  JOAN  LOUISE  KINSEY, 

5.  Malcolm  Stanley  Kinsey,  1907 — 

4.  Franklin  Adam  Kinsey,  1873 — 1928. 
3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 


6.  MARILYN  SUE  KINSEY, 

5.  Malcolm  Stanley  Kinsey,  1907 — 

4.  Franklin  Adam  Kinsey,  1873 — 1928. 
3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 
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6.  RICHARD  STUART  KINSEY, 

5.  Albert  Freeman  Kinsey,  1903 — 

4.  Calvin  Otto  Kinsey,  1874 — 1941. 

3.  William  Scott  Kinsey,  1834 — 1888. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 


6.  JAMES  EARL  KINSEY, 

5.  Earl  M.  Kinsey,  1910 — 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


6. 


LYNETTE 

5. 

4. 

3. 

2. 

1. 


JEAN  KINSEY, 

Earl  M.  Kinsey,  1910 — 

James  Martin  Kinsey,  1880 — 

Benjamin  Franklin  Kinsey,  1830 — 1912. 
Peter  Kinsey,  1811 — 1888. 

Jacob  Kinsey,  1769 — 1851. 


6.  BILLIE  SUE  KINSEY, 

5.  Woodrow  Henry  Kinsey,  1912 — 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6.  MARK  WAYNE  KINSEY, 

5.  Woodrow  Henry  Kinsey,  1912 — 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


6.  ROBERT  PAUL  KINSEY, 

5.  Paul  Miller  Kinsey,  1919 — 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 
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6.  WILLIAM  MARTIN  KINSEY, 

5.  Paul  Miller  Kinsey,  1919 — 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


6. 


KATHRYN  ANN  KINSEY, 

5.  Paul  Miller  Kinsey,  1919 — 

4.  James  Martin  Kinsey,  1880 — 

3.  Benjamin  Franklin  Kinsey,  1830 — 1912. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


6.  ERNEST  PENROSE  KINSEY,  June  3,  1914— 

5.  Ralph  Penrose  Kinsey,  1890 — 

4.  John  Kinsey,  1864 — 1951. 

3.  Dewalt  Kinsey,  1840 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Lynn  Russell  Kinsey,  1940 — 

7  (2)  Marcia  Jean  Kinsey. 

7  (3)  Leda  Rae  Kinsey. 

Ernest  Penrose  Kinsey,  1914 —  ,  was  born  in  Johns¬ 

town,  Cambria  Co.,  Pa. ;  married  Florence  Mildred  Friedman, 
Nov.  1935;  has  a  high  school  education;  president  and  manager 
of  Baumgardner  Motor  Co.,  Windber,  Pa.;  musician;  hobby: 
music,  orchestra  work  26  years;  a  Lutheran  (Mt.  Calvary)  ;  ad¬ 
dress:  217  Rosewood  St.,  Johnstown,  Pa. 


6.  ELLEN  LOUISE  KINSEY,  1914— 

5.  Arthur  Robert  Kinsey,  1893 — 

4.  Hiriam  Kinsey,  1866 — 1932. 

3.  Dewalt  Kinsey,  1840 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ellen  Louise  Kinsey,  1914 —  ,  married  John  Daugherty, 
1935;  high  school  education;  resides  in  Johnstown,  Pa.;  chil¬ 
dren  : 

(1)  Kathleen  Louise  Daugherty,  Dec.  31,  1937 — 

(2)  Thomas  Lee  Daugherty,  Jan.  5,  1941 — 

(3)  Moonyene  Baun  Daugherty,  Feb.  7,  1943 — 
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6.  ROBERT  A.  KINSEY,  1915— 

5.  Arthur  Robert  Kinsey,  1893 — 

4.  Hiriam  Kinsey,  1866 — 1932. 

3.  Dewalt  Kinsey,  1840 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Robert  A.  Kinsey,  Jr.,  Jan.  14,  1937 — 

Robert  A.  Kinsey ,  1915 —  ,  married  Martha  Boothby, 

1936;  high  school  education;  personnel  manager;  resides  in  Chi¬ 
cago,  Ill. 


6.  NORMA  JEAN  KINSEY,  June  15,  1927 — (Step-daughter) 


5.  Edgar  Lee  Kinsey,  1902 — 

4.  Hiriam  Kinsey,  1866 — 1932. 
3.  Dewalt  Kinsey,  1840 — 1916. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


Norma  Jean  .Kinsey,  1927 — 


married  Dr.  Ralph  W.  Morrison,  M.  I)., 
1947 ;  residence :  720  Highland  Ave., 

Johnstown,  Pa. 


Dr.  R.  W. 
Morrison,  m.  d. 


6.  PHILIP  GORDON  KINSEY,  Jan.  2,  1930— 

5.  Ivan  Nelson  Kinsey,  1904 — 

4.  Hiriam  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Philip  Patrick  Kinsey,  Nov.  15,  1955 — 

Philip  Gordon  Kinsey,  1930 —  ,  born  in  Johnstown, 
Cambria  Co.,  Pa.;  married  Patricia  Ann  Brauer,  July  10,  1954, 
Johnstown,  Pa.;  grades  and  high  school  education;  millwright; 
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served  in  the  Korean  War;  hobby:  birds;  Evangelical  United 
Brethren  Churchman;  address:  Johnstown,  Pa. 


6.  ROBERT  IVAN  KINSEY,  Jan.  5,  1935— 

5.  Ivan  Nelson  Kinsey,  1904 — 

4.  Hiriam  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


Robert  Ivan  Kinsey,  1935 —  ;  military:  U.  S.  Army 

service,  First  Army  Division,  this  country;  address:  Johnstown, 


6.  NANCY  LOU  KINSEY,  April  8,  1937— 

5.  Ivan  Nelson  Kinsey,  1904 — 

4.  Hiriam  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6.  MARY  JANE  KINSEY,  March  5,  1945— 

5.  Ivan  Nelson  Kinsey,  1904 — 

4.  Hiriam  Kinsey,  1866 — 1932. 

3.  Deywalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


6.  WILLIAM  KINSEY, 

5.  John  Crawford  Kinsey,  1893 — 
4.  Jacob  Kinsey,  1870 — 1954. 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


Mr.  and  Mrs.  Philip  Gordon  Kinsey 
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6.  CHARLES  EDWARD  KINSEY, 

5.  John  Crawford  Kinsey,  1893 — 

4.  Jacob  Kinsey,  1870 — 1954. 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769—1851. 


6.  DOROTHY  MAY  KINSEY,  Aug.  28,  1923— 

5.  Walter  C.  Kinsey,  1896 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

6.  MILDRED  L.  KINSEY,  Nov.  9,  1925— 

5.  Walter  C.  Kinsey,  1896 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Mildred  L.  Kinsey,  1925 —  ,  married  Charles  E.  Fogel, 
1946;  resides  in  Sacramenta,  California,  where  all  the  children 
were  born ;  children : 

(1)  Bonnie  I.  Fogel,  Jan.  4,  1946 — 

(2)  Charles  Fogel,  July  24,  1948 — 

(3)  Suzann  Fogel,  June  22,  1949 — 

(4)  Dorothy  Fogel,  Oct.  17,  1951 — 

6.  ROBERT  M.  KINSEY,  Jan.  7,  1929— 

5.  Walter  C.  Kinsey,  1896 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Raymond  Kinsey,  Oct.  6,  1950 — 

7  (2)  Kathaleen  Kinsey,  Oct.  18,  1951 — 

7  (3)  Linda  Kinsey,  March  4,  1953 — 

Robert  M.  Kinsey,  1929 —  ,  married  Hazel  C.  Murphy, 

June  18,  1950;  resides  in  Sacramento,  Calif. 

6.  RICHARD  C.  KINSEY,  Oct.  16,  1932— 

5.  Walter  C.  Kinsey,  1896 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Richard  C.  Kinsey,  1932 —  ,  served  in  the  U.  S.  Army 

in  Japan,  and  finished  in  Oct.  1955. 
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6.  ROBERT  PAUL  KINSEY,  May  27,  1929— 
5,  Albert  Dewey  Kinsey,  1898 — 
4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


6.  DONALD  JOHN  KINSEY, 

5.  Dewey  Albert  Kinsey,  1898 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Doyuild  John  Kinsey  married  Velma  Pickkola,  Dec.  30,  1945. 


6.  ROBERT  PAUL  KINSEY,  May  27,  1929— 

5.  Dewey  Albert  Kinsey,  1898 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Gloria  Diane  Kinsey,  July  20,  1952 — 

Robert  Paul  Kinsey ,  1929 —  ,  married  E.  Faye  Fletcher, 

Oct.  5,  1951. 


6.  EDNA  MYRTLE  KINSEY,  April  14,  1932— 

5.  Dewey  Albert  Kinsey,  1898 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Edna  Myrtle  Kinsey,  1932 —  ,  married  Millard  Charles 

Rapplaya,  April  3,  1949;  children: 

(1)  Theresa  Eileen  Kinsey,  Nov.  9,  1953 — 


6.  RUTII  C.  KINSEY,  April  20,  1923— 

5.  Leroy  G.  Kinsey,  1904 — 1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Ruth  C.  Kinsey ,  1923 —  ,  born  in  Johnstown,  Cambria 

Co.,  Pa.;  single;  grade  education. 
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6.  WALTER  G.  KINSEY,  Jan.  18,  1925— 

5.  Leroy  G.  Kinsey,  1904 — 1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Janet  Kinsey,  Nov.  26,  1948 — 

Walter  G.  Kinsey,  1925 —  ,  born  in  Johnstown,  Cam¬ 
bria  Co.,  Pa.;  married  Kathleen  Plummer,  Johnstown,  Pa.; 
grade  education;  Bethlehem  steel  worker;  address:  Johnstown, 
Pa. 


6.  HAROLD  L.  KINSEY,  Aug.  23,  1926— 

5.  Leroy  G.  Kinsey,  1904 — 1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Helen  May  Kinsey,  March  9,  1948 — 

7  (2)  Harold  James  Kinsey,  Oct.  12,  1949 — 

7  (3)  Patsy  Ann  Kinsey,  Feb.  15,  1951 — 

7  (4)  Judy  Denise  Kinsey,  Aug.  23,  1952 — 

7  (5)  Michael  Steven  Kinsey,  Oct.  30,  1953 — 

7  (6)  Robert  Daniel  Kinsey,  April  27,  1955 — 

Harold  L.  Kinsey,  1926 —  ,  born  in  Johnstown,  Cambria, 
Co.,  Pa.;  married  Anna  May  Beaner,  1947,  Johnstown,  Pa.; 
grade  education;  truck  driver;  military:  one  year  overseas, 
World  War  II;  address:  Johnstown,  Pa. 

6.  WILLIAM  H.  KINSEY,  Sept.  4,  1928— 

5.  Leroy  G.  Kinsey,  1904 — 1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  William  Allen  Kinsey,  Jan.  7,  1954 — 

William  H.  Kinsey,  1928  ,  born  in  Johnstown,  Cambria 

Co.,  Pa.;  married  Marion  Ressler;  grade  education;  address: 

6.  MELVIN  R.  KINSEY,  May  31,  1932— 

5.  Leroy  G.  Kinsey,  1904 — 1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Richard  Kinsey,  Aug.  27,  1951 — 

7  (2)  Ruth  Ann  Kinsey,  July  4,  1953 — 

Melvin  R.  Kinsey,  1932 —  ,  married  Mary  Ann  Miller, 
Johnstown,  Pa.;  laborer;  grade  education;  address:  Johnstown, 
Pa. 
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6.  IRWIN  R.  KINSEY,  July  17,  1934  — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Robert  Kinsey,  April  15,  1955 — 

Irwin  R.  Kinsey,  1934 —  ,  born  in  Johnstown,  Cambria 
Co.,  Pa.;  married  Myra  Jones;  grade  education;  D.  P.  A.  work¬ 
er;  address:  Johnstown,  Pa. 


6.  SHIRLEY  A.  KINSEY,  Dec.  13,  1936— 

5.  Leroy  G.  Kinsey,  1904 — 1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Shirley  A.  Kinsey ,  1936 —  ,  born  in  Johnstown,  Pa.; 
married  Carmen  Popolo,  April  18,  1954;  grade  education;  ad¬ 
dress:  Johnstown,  Pa.;  children: 

(1)  Louis  Popolo,  March  31,  1955 — 


6.  WILLIAM  ROBERT  KINSEY,  Aug.  12,  1905— 

5.  William  Leon  Kinsey,  1905 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


William  R.  Kinsev 


7  (1)  Sheryl  Ann  Kinsey,  April  7, 

1954— 

7  (2)  Mark  William  Kinsey,  July  7, 

1955—  July  12,  1955. 

William  Robert  Kinsey,  1931 —  , 
born  in  Johnstown,  Cambria  Co.,  Pa.;  mar¬ 
ried  Eleanor  Arlene  Dabbs;  education: 
grades,  high  school  (1949),  college  (1953), 
United  Theological  Seminary  (1957);  min¬ 
ister;  address  1810  Harvard  Blvd.,  Dayton, 
Ohio;  of  the  Evangelical  United  Brethren 
faith. 
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6.  THOMAS  EUGENE  KINSEY,  Feb.  2,  1933— 

5.  William  Leon  Kinsey,  1905 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

7  (1)  Karen  Lynn  Kinsey,  Feb.  18,  1954 — 

Thomas  Eugene  Kinsey,  1933 —  ,  married  Catherine  E. 

Sebastian. 


6.  HOWARD  GEORGE  KINSEY,  Jan.  2,  1925— 
5.  Marvin  Leonard  Kinsey,  1902 — 
4.  W.  Claude  Kinsey,  1878 — 

3.  George  W.  Kinsey,  1850 — 

2.  Benjamin  Kinsey,  1817 — 1877. 

1.  Jacob  Kinsey,  1769 — 1851. 


6. 


BARBARA 

5. 

4. 

3. 

2. 

1. 


ARLENE  KINSEY,  May  16,  1927— 
Marvin  Leonard  Kinsey,  1902 — 

W.  Claude  Kinsey,  1878 — 

George  W.  Kinsey,  1850 — 
Benjamin  Kinsey,  1817 — 1877. 
Jacob  Kinsey,  1769 — 1851. 


6.  PATRICIA  JEAN  KINSEY,  Feb.  25,  1930— 

5.  Vernon  Russell  Kinsey,  1907 — 

4.  Jacob  Russell  Kinsey,  1872 — 1949. 

3.  John  Boyd  Kinsey,  1839 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Patricia  Jean  Kinsey,  1930 —  ,  born  in  Schellsburg,  Bed¬ 
ford  Co.,  Pa.;  married  Robert  Dean  Hinson;  grade  and  high 
school  education;  homemaker;  member  Church  of  the  Brethren; 
address:  New  Paris,  Bedford  Co.,  Pa.;  children: 

(1)  Terry  Dean  Hinson. 

(2)  James  Tyrus  Hinson. 


6.  DOROTHY  JEAN  KINSEY, 

5.  Robert  Marion  Kinsey,  1910 — 

4.  Jacob  Russell  Kinsey,  1872 — 1949. 
3.  John  Boyd  Kinsey,  1839 — 1916. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Dorothy  Jean  Kinsey  married - Huffman. 
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SEVENTH  GENERATION 


7.  GREGG  EUGENE  KINSEY,  Jan.  8,  1950— 

6.  Ralph  Gordon  Kinsey,  1923 — 

5.  Edison  Blair  Kinsey,  1900 — 1954. 

4.  Albert  H.  Kinsey,  1872 — 1940. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  1124  Carbon  St.,  Fremont,  Ohio. 

7.  CONNIE  LOU  KINSEY,  Nov.  25,  1951— 

6.  Ralph  Gordon  Kinsey,  1923 — 

5.  Edison  Blair  Kinsey,  1900 — 1954. 

4.  Albert  H.  Kinsey,  1872 — 1940. 

3.  Jacob  Kinsey,  1844 — 1911. 

2.  Henry  Kinsey,  1804 — 1876. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  1124  Carbon  St.,  Fremont,  Ohio. 


7.  PAUL  CHESTER  KINSEY,  Dec.  12,  1938— 

6.  William  Chester  Kinsey,  1919 — 

5.  Ernest  Dewey  Kinsey,  1898 — 

4.  William  Penn  Kinsey,  1867 — 1919. 

3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  1136  West  26th  St.,  Erie,  Pa. 

7.  VIRGINIA  CHRISTINE  KINSEY,  Aug.  3,  1940— 

6.  William  Chester  Kinsey,  1919— 

5.  Ernest  Dewey  Kinsey,  1898 — 

4.  William  Penn  Kinsey,  1867 — 1919. 

3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  1136  West  26th  St.,  Erie,  Pa. 

7.  JAMES  LEWIS  KINSEY,  May  16,  1945— 

6.  William  Chester  Kinsey,  1919 — 

5.  Ernest  Dewey  Kinsey,  1898 — 

4.  William  Penn  Kinsey,  1867 — 1919. 

3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  1136  West  26th  St.,  Erie,  Pa. 
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7.  THOMAS  DEAN  KINSEY,  March  25,  1951— 

6.  William  Chester  Kinsey,  1919 — 

5.  Ernest  Dewey  Kinsey,  1898 — 

4.  William  Penn  Kinsey,  1867 — 1919. 
3.  Jacob  Henry  Kinsey,  1832 — 1897. 

2.  William  Kinsey,  1808 — 1879. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  1136  West  26th  St.,  Erie,  Pa. 


7.  LYNN  RUSSELL  KINSEY,  1940— 

6.  Ernest  Penrose  Kinsey,  1914 — 

5.  Ralph  Penrose  Kinsey,  1890 — 

4.  John  Kinsey,  1864 — 1591. 

3.  Dewalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  217  Rosewood  St.,  Johnstown,  Pa. 

7.  MARCIA  JEAN  KINSEY, 

6.  Ernest  Penrose  Kinsey,  1914 — 

5.  Ralph  Penrose  Kinsey,  1890 — 

4.  John  Kinsey,  1864 — 1591. 

3.  Dewalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  217  Rosewood  St.,  Johnstown,  Pa. 


7.  LEDA  RAE  KINSEY, 

6.  Ernest  Penrose  Kinsey,  1914 — 

5.  Ralph  Penrose  Kinsey,  1890 — 
4.  John  Kinsey,  1864 — 1591. 

3.  Dewalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  217  Rosewood  St.,  Johnstown,  Pa. 


7.  PHILIP  PATRICK  KINSEY,  Nov.  15,  1955— 

6.  Philip  Gordon  Kinsey,  1930 — 

5.  Ivan  Nelson  Kinsey,  1904 — 

4.  Hiram  Kinsey,  1866 — 1932. 

3.  Dewalt  Kinsey,  1840 — 1914. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  Johnstown,  Pa. 
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7.  RAYMOND  KINSEY,  Oct.  6,  1950— 

6.  Robert  M.  Kinsey,  1929 — 

5.  Walter  C.  Kinsey,  1896 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  Sacramento,  Calif. 


7.  KATHLEEN  KINSEY,  Oct.  18,  1951— 

6.  Robert  M.  Kinsey,  1929 — 

5.  Walter  C.  Kinsey,  1896 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address :  Sacramento,  Calif. 


7.  LINDA  KINSEY,  March  4,  1953— 

6.  Robert  M.  Kinsey,  1929 — 

5.  Walter  C.  Kinsey,  1896 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  Sacramento,  Calif. 


7.  GLORIA  DIANE  KINSEY,  July  20,  1952— 
6.  Robert  Paul  Kinsey,  1929 — 

5.  Dewey  Albert  Kinsey,  1898 — 
4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


7.  JANET  KINSEY,  Nov.  28,  1948— 

6.  Walter  G.  Kinsey,  1925 — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 
4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  Johnstown,  Pa. 
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7.  HELEN  MAY  KINSEY,  March  9,  1948— 
6.  Harold  L.  Kinsey,  1926 — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 
4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  Johnstown,  Pa. 


7.  HAROLD  JAMES  KINSEY,  Oct.  12,  1949— 
6.  Harold  L.  Kinsey,  1926 — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  Johnstown,  Pa. 


7.  PATSY  ANN  KINSEY,  Feb.  15,  1951— 

6.  Harold  L.  Kinsey,  1926 — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 
4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  Johnstown,  Pa. 


7.  JUDY  DENISE  KINSEY,  Aug.  23  ,1952— 
6.  Harold  L.  Kinsey,  1926 — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 
4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  Johnstown,  Pa. 


7.  MICHAEL  STEVEN  KINSEY,  Oct.  30,  1953— 
6.  Harold  L.  Kinsey,  1926 — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  Johnstown,  Pa. 
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7.  ROBERT  DANIEL  KINSEY,  April  27,  1955 
6.  Harold  L.  Kinsey,  1926 — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  1842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 
Address:  Johnstown,  Pa. 


7.  WILLIAM  ALLEN  KINSEY,  Jan.  7,  1954— 
6.  William  H.  Kinsey,  1928 — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address : 


7.  RICHARD  KINSEY,  Aug.  27,  1951— 

6.  Melvin  R.  Kinsey,  1932 — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 
4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 
Address:  Johnstown,  Pa. 


7.  RUTH  ANN  KINSEY,  July  4,  1953— 

6.  Melvin  R„  Kinsey,  1932 — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 
4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 
Address:  Johnstown,  Pa. 


7.  ROBERT  KINSEY,  April  15,  1955— 

6.  Irwin  R.  Kinsey,  1934 — 

5.  Leroy  G.  Kinsey,  1904 — 1949. 
4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 
2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 
Address:  Johnstown,  Pa. 
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7.  SHERYL  ANN  KINSEY,  April  7,  1954— 

6.  William  Robert  Kinsey,  1931 — 

5.  William  Leon  Kinsey,  1905 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address:  1810  Harvard  Blvd.,  Dayton,  Ohio. 

7.  MARK  WILLIAM  KINSEY,  July  7,  1955— July  12,  1955. 

6.  William  Robert  Kinsey,  1931 — 

5.  William  Leon  Kinsey,  1905 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 


7.  KAREN  LYNN  KINSEY,  Feb.  18,  1954— 

6.  Thomas  Eugene  Kinsey,  1933 — 
5.  William  Leon  Kinsey,  1905 — 

4.  Daniel  M.  Kinsey,  1874 — 

3.  Peter  P.  Kinsey,  v842 — 1922. 

2.  Peter  Kinsey,  1811 — 1888. 

1.  Jacob  Kinsey,  1769 — 1851. 

Address : 
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APPENDIX 


(A) 

Appendix  II  in  the  First  Kinsey  History  of  the  Jacob  Kin- 
tzy  (Kinsey)  Descendants  there  is  a  copy  of  a  warrant  for  a 
survey  of  land  in  Bedford  County,  Pa.  for  Philip  Kinsey  of 
Philadelphia,  Pa.  It  was  issued  Jan.  26,  1772.  If  it  was  ever 
settled  upon  is  not  known,  at  least,  at  present. 

We  now  report  that  the  original  copy  of  the  warrant  for 
the  survey,  in  script,  and  signed  by  Richard  Penn,  is  in  the 
possession  of  the  writer,  and  is  to  be  placed  in  the  museum. 


(B) 

Under  Appendix  III  in  the  First  History  also,  under  the 
caption  “Kinseys  In  America”,  the  following  paragraph  ap¬ 
pears: 

“We  find  that  John  Kinsey  came  from  England  in  the 
boat  ‘Kent’  to  Burlington,  N.  J.,  — See  ‘The  Abridged  Com¬ 
pendium  of  American  Genealogy’,  Vol.  II,  p.  54.  So.  far  as  we 
know  or  can  find,  this  was  the  first  Kinsey  to  come  to  Amer¬ 
ica.” 

In  connection  with  the  above,  the  following  Deed  from 
Indians  to  early  settlers  will  be  of  interest:  In  the  Recorder  of 
of  Deeds  office,  Philadelphia,  Exemplification  Book  No.  7,  con¬ 
tains  the  following  Indian  Deed:  Indians  to  Elizabeth  Kinsey — 
To  all  P’Pons  to  whom  these  presents  shall  come  we  Wesake- 
sons  Cutte,  Pesakeson  Colekickamin  and  Ojerickqua  owners 
of  the  great  Island  lying  before  Shackesmason  in  the  River 
Delaware,  for  six  hundred  Guilders  to  uss  pd  by  Elizabeth  Kin¬ 
sey  we  doe  hereby  sell,  convey  apuer  confirme  and  make  over 
to  the  s  Elizabeth  and  her  heirs  all  ye  said  island  by  the  quan¬ 
tity  what  it  is  reserving  only  the  of  hunting,  fishing  and  get¬ 
ting  takant  upon  ye  same  promising  as  far  as  we  can  save  her 
hoggs  from  killing  and  her  hay  from  burning  for  which  care 
she  is  to  give  us  every  year  sixteen  muches  of  Powder  and  six¬ 
teen  muches  of  Rume  and  we  doe  by  this  present  writing  warrtt 
ye  s  pis  ....  land  to  her  and  hers  forever  against  us  and  a- 
gainst  all  persons. 

In  confirmation  we  subscribe  our  hand  and  seals  the  12th 
day  of  July  1678. 

Wesakesous  Cutte 
Ojerickqua 
Colekickamin 
Pesakeson 

Sealed,  signed,  and  delivered  in  ye  presence  of  uss  Yrup- 
rran  mark  of  Sonytan,  Erick,  mark  of  Poleson  thomas  ffairman 

Recorded  ye  9th  day  of  12th  mothl  1698-9 

Beside  the  name  of  each  Indian  there  is  a  rahter  peculiar 
but  interesting  design.  Unlike  the  X  in  use  today  by  persons 
who  cannot  write,  each  Indian  was  able  to  make  his  individual 
sign. 
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The  above  was  printed  by  the  Bedford  Gazette,  and  taken 
from  the  Keystone  Bulletin,  published  monthly  by  the  Histor¬ 
ical  Records  Survey  of  Pennsylvania. 

There  are  four  things,  at  least,  of  interest:  1)  The  Deed, 
its  wording  and  spelling;  2)  its  business  transactions  with  the 
Indians;  3)  Its  Grantee,  Elizabeth  Kinsey;  and  4)  Its  date, 
being  1678  which  is  just  one  year  after  John  Kinsey  arrived 
at  Burlington,  N.  J.  It  is  possible,  therefore,  for  this  Eliza¬ 
beth  to  have  benn  the  wife  of  John  Kinsey.  But  naturally, 
why  the  deed  to  her,  unless  she  had  become  a  widow  within 
the  year? 

At  any  rate,  the  Deed  itself,  its  provisions,  etc.  is  all  in¬ 
teresting;  and  provides  us  with  a  bit  of  early  American  Kin¬ 
sey  History. 


THE  POSTSCRIPT 

As  the  writer  and  compiler  of  Book  Two  of  the  Jacob 
Kinsey  And  Descendants  History  lays  down  his  pen,  and  moves 
^rom  typewriter,  he  wishes  to  add  a  Postscript  to 

the  Book;  one  of  the  most  beautiful,  and  most  comforting  he 
has  ever  reflected  upon  relative  to  the  Kinsey  History.  Culled, 
but  unsolicited,  from  a  courteous,  casual  letter  from  a  beloved 
cousin,  and  reads  as  follows : 

Cousin  William,  I  feel  sure  through  your  activity 
and  influence  you  have  done  so  much  to  increase  the 
stature  of  our  Clan.  The  results  of  your  life  will  long 
be  in  evidence  in  the  Kinsey  Clan.  As  a  member  I  am 
truely  grateful.” 


— Prof.  C.  Ernest  Kinsey, 

Armagh,  Pa.,  1955. 

The  kind  of  remuneration  that  goes  with  one  into  eternity. 

— The  Writer 


243 


LIFE’S  SUNSET 


The  western  sky  with  bars  of  gold, 

Makes  glad  my  heart  as  I  grow  old. 

To  face  such  splendor  at  life’s  close 
As  painted  there  gives  sweet  repose. 

Again  the  western  sky  is  gold, 

A  vista  for  to  make  me  bold, 

Reflecting  amber  far  and  wide 
As  comes  the  time  to  step  aside. 

As  ends  the  day  so  graciously, 

So  let  my  embarcation  be; 

With  signs  of  glory  far  beyond 

When  Jesus  becks,  and  snaps  the  bond. 

( Written  while  watching  and  meditating 
on  a  beautiful,  changing  sunset.) 
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